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TELEPHONES, SWITCHBOARDS + SOUND EQUIPMENT, INDUSTRIAL AND INTERCOMMUNIC! 
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ve Three Ways . . . on materials, man-hours and mainte- 
mance, with INDIANA STEEL & WIRE COMPANY’S 
(Crapo HTL-85 and Crapo HTL-135 Line Wire. Galvanized 
by the famous Crapo Galvanizing Process, it’s protected 
ith a heavy, ductile, tightly-adherent coating of zinc. 


t the Special Needs of the Telephone Industry, Gould offers 
complete line of storage batteries ranging in capacities 
rom 10 A.H., to 1680 A.H. All incorporate the famous 
OULD Floté element that eliminates low cells in full float 


ervice. In Steel Glass, Rubber or Vitrabloc. 
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IC! ate Costly Service Trips necessary to re- 


¥ Bar, out cells by installing the Electrox 
atts 


CHIN ‘y Eliminator. This SCHAUER 
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). unit provides smooth current 
ation of one magneto telephone 
the two dry cells usually used. 


Meet Every Service Need. No matter what your requirement, there is a size and 
style of Armstrong’s Glass Insulator to meet it. Products of ARMSTRONG 
CORK COMPANY, these quality insulators feature crystal clarity of glass, accu- 
rate gaging, and unusual resistance to wide variations in temperature. Armstrong’s 


Glass Insulators are best for reducing your maintenance expenses. 
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Nothing to It! Trouble shooting and transmission test- 


ing are greatly simplified with the COOK ELECTRIC 


CO. UA-20 Aerial to Underground Cable Terminal. 
Tests in either direction are made by merely remov- 
ing the fuses. Effective protection against lightning, 
power cross and static is provided. 
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Increase Drop Wire Life 30% by using GEN- 
ERAL INSULATED WIRE WORKS Bronze 
Drop Wire. This high-conductivity wire is 
drawn of solid non-corrosive bronze and cov- 
ered with Neoprene, the insulation that can 
take punishment. Flexible — easily handled. 























QUICK PICK-UP. Here’s a triple-powered concoction called the 
“United Nations Cocktail” which is guaranteed to relax the most 
high-strung delegate and which exhausted telephone men might try: 

(Prescription: Dissolve aspirin in a little warm water; add soda 
bicarbonate. Stir. Add spirits of ammonia. Fill glass with cold 
water. Now you have a drink that tastes like lemonade. The resem- 
blance ends suddenly right there.) 


WIRED FOR SOUND. For the man who can’t make an honest 
living, crime is certainly becoming more difficult every day as wit- 
ness this incident which recently took place in London, England. 
Burglars broke into the Home & Export Products Co., Ltd., loaded 
themselves down with loot, only to dash out of the building into 
the waiting embrace of the law. 

It seems that the instant the burglars stepped on concealed pres- 
sure pads on the floor, a phonograph record hidden in a wooden 
box in a junk cupboard began to play into the mouthpiece of a 
telephone connected with Scotland Yard, giving the name and 
address of the company and asking the police to proceed at once. 
The phonograph in its 9 ins. by 7 ins. box was wired to contact 
points all over the warehouse. 

Law and order were upheld but what’s going to happen when 
wifey decides to trap hubby straying home in the wee morning 
hours by using the same device? 


HELPFUL ELDON. Good Samaritan Eldon Simmons saw _ his 
chance to be helpful when, driving down a street in Walla Walla, 
Wash., he noticed some tools lying at the base of a telephone pole. 
He immediately piled them into his car and took them down to the 
telephone office there. 


Two minutes later police received a call reporting a theft and the 
license number given was Eldon’s. The owner of the tools had been 
working busily on the top of the pole while Eldon was doing his 
good deed for the day. 

eee 


SHOULD HAVE DIALED INFORMATION. Walter S. Gifford. 
president of the American Telephone & Telegraph Co., likes to 
hear and tell telephone jokes. Especially the one about the impa- 
tient young man who was waiting for a lady to get through with 
the telephone book. He finally said, ““Madame, can I help you find 
the number you want?” And the sweet young thing replied, “Oh, 
I don’t want a number, I’m looking for a pretty name for my baby.” 


ALL AROUND THE U.S.A. If you happen to be in Ocala, 
Fla., and want to telephone Sheriff Edward Porter, Jr., call number 
445 black, which is Mrs. Maxine Parnelle’s number. 

Should you want to call Mrs. Parnelle, call 667 black—which is 
the sheriff’s number. 

The telephone company hopes to straighten things out soon. 
Lightning hit some wires and, for some reason, swapped the 
numbers. 


x * * 


And there’s a lonesome bachelor down in Atlanta, Ga., who passes 
a card, wrapped in a dollar bill, to attractive young ladies. The card 
bears his name, address and telephone number, together with this 
message: “Call me—am not married. Please excuse.” 
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HE recently announced departure 
of Chairman Charles R. Denny 
from the Federal Communications 
Commission (FCC) marked the first 
f three “‘possible” resignations from 
the FCC tentatively predicted in this 
lepartment several weeks ago. But 
your correspondent is now able to say 
that another one of those predictions 
probably will not happen and a good 
thing for the FCC and the rest of us. 
That prediction involved Commissioner 
Jett, who was at one time considering 
taking the top radio post with the 
United Nations. 

At the same time, it may be recalled 
that there was speculation in this de- 
partment that Jett might not like the 
new UN job if it would take him out 
f the country. It now appears that 
UN International Radio 
Agency would have to be set up at 
3ern, Switzerland. So it seems likely 
that Jett will remain 
with us for a while longer. In fact 
he may now even be named chairman. 
The things are cracking up 
around UN these days, probably posts 
in that organization are not too secure 
anyhow. 


the new 
Commissioner 


way 


Chairman Denny will leave his posi- 
tion with the best wishes of all and for 
the reason which your correspondent 
assigned-—_a better paying proposition. 
Denny will become vice president and 
general counsel for the National 
Broadeasting Co. 


The other “possible” prediction—in- 
volving Commissioner Durr—is. still 
up in the air. Informal reports are 
that Durr would just as soon leave if 
he could set the right connection on 
the outsi, 


That may still materialize 


before the end of the year. 


e ee * 
While “porting on rumors and gos- 
sip whic! affect the membership and 
Personnel of the FCC, here is one that 
IS passed 


‘long purely for what it is 
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Denny resigns as FCC chairman to accept position with 
. . Washington rumor is FCC 
will be "reorganized" by Republican sponsored "ripper bill." 


worth and the writer absolutely has 
no recommendation for its trustworthi- 
ness. It is passed along simply because 
the rumor is repeated so often around 
Washington that sooner or later it 
will reach the ears of some of the 
readers of this department and they 
might wonder why Welch had not 
said something about it. 


This rumor is to the effect that the 
tepublican Congress at the next ses- 
sion will tear the whole FCC apart by 
what is known as a “ripper bill.” A 
“ripper bill” usually is a thinly dis- 
guised reorganization measure 
signed to secure more patronage for 
the political party in control. Some 
of the state commissions repeatedly 
have fallen victims to this type of 
legislation, although most of them are 
by statute, at least, nominally bi-par- 
tisan in their membership. 


de- 


A “ripper bill” usually appears fol- 
lowing a great political landslide over- 
turning control of a state government. 
The Republicans have been in a long 
time, let us say, and the Democrats 
suddenly arrive in the state capital in 
full force and with their mouths 
watering for spoils after many long 
hungry years on the outside. They 
find the state public utility commission 
and a lot of other state boards still 
filled with Republicans. The tempta- 
tion is too strong. They know that 
they have the votes in the legislatures. 
So they pass a “ripper bill” changing 
the name of the commission and set- 
ting up a new one. 

The net result of this effect will be 
that three or five or seven Republican 
commissioners will find themselves 
bounced out of office and three or five 
or seven Democrats duly installed. Of 
course, it has happened the other way 
round; namely, a Republican landslide 
following a long tenure of Democratic 
control. It is not polite to point in 
talking about such mundane things as 
“ripper bills.’ The reader may recall 
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offhand several states in the past dec- 
ade or two where such reorganization 
has taken place. 

Getting back to the FCC, the rumor 
is that the Republican majority in con- 
trol of the 80th Congress would like to 
rip up the FCC, although not entirely 
for political purposes. They realize 
that they can never get their party in 
control of the majority as long as there 
is a Democrat in the White House do- 
ing the appointing. But they are said 
to feel—these Republican Congress- 
men—that if a law were passed, dump- 
ing over the entire present member- 
ship of the FCC and setting up a new 
bi-partisan board with reorganization 
powers, the Republicans in Congress 
would be in a better bargaining posi- 
tion. 





As indicated, your correspondent 
does not take much stock in this re- 
port. It probably represents a certain 
amount of wishful thinking. But it is 
hard to see how the thin margin of 
Republican control in Congress, plus 
the still powerful Democratic control 
of the administrative branch could be 
used as a setting for any such strong- 
armed political stuff. Attempts may 
be made in this direction and some sort 
of a reorganization bill actually might 
pass. But this writer does not believe 
that there is any chance before 1949 
(and even then, only in the case of a 
Republican landslide next year) of the 
present FCC membership being thrown 
out of office in a body. 


Speaking of developments in com- 
mission regulation, the Wisconsin Pub- 
lic Service Commission continues to be 
the center of challenging develop- 
ments. This time, it is not anything 
which the Wisconsin commission did, 
but simply something of significance 
which happened during the commis- 
sion’s handling of the recent Wiscon- 
sin Telephone Co. rate case. In that 
case, the commission authorized the 
Bell company to increase rates by 
$6,400,000 a year—an increase which 
the company insists is not enough. The 
company had originally asked for 
$9,035,000. 
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But it was with respect to the com- 
pany’s rate of return that certain tes- 
timony was heard along lines which 
should interest not only Bell companies 
but Independent companies and other 
public utilities as well. It all adds up 
to this simple question: Should a util- 
ity’s rate of return depend on accessi- 
bility of cheap money? 

Dr. Laurence Knappen, former OPA 
Utility Division economist, testified on 
behalf of the Municipal Defense Com- 
mittee in protesting against the rate 
increases. He said that the Wisconsin 
Telephone Co. could make out with a 
return as low as 4.69 per cent, because 
of its ability to secure money at low 
interest rates from its parent, Ameri- 
can Telephone & Telegraph Co. 

The commission declined 
to rule on this point because it pre- 
ferred to follow its own precedent in 
the earlier City of Two Rivers versus 
Commonwealth Telephone Co., which 
makes it unnecessary for the commis- 
sion to make any findings with respect 
to the rate of return expressed as a 
percentage of the rate base. Dr. Knap- 
pen’s testimony, however, raises the 
question of whether Independent tele- 
phone companies 


Wisconsin 


and other utilities 
which do not have ready access to low- 
cost money (as Bell System companies 
do) would be entitled to a proportion- 
ately higher rate of return because of 
higher cost of money to them. In other 
words, the issue has been raised as to 
whether the creation of an excellent 
credit position (such as established by 
the Bell System for its member com- 
panies) should be penalized with a 
lower rate of return, as contrasted 
with the lack of such organization, re- 
sulting in higher money costs. 

In a way, it was somewhat ironical 
that this issue should be raised before 
the one state commission in the United 
States which is in a perfectly good 
position to duck the issue. If such an 
issue were raised before the Ohio com- 
mission, for example, the commission 
would at least have to rule on what 
rate return it was going to allow the 
telephone company. And even if it did 
not refer to Dr. Knappen’s arguments, 
the answer might be inferred from the 
very amount allowed. But the Wiscon- 
sin commission, under its City of Two 
Rivers precedent, was in a comfortable 
spot to forget all about Dr. Knappen 
and his troublesome question. 
cordingly stated in its opinion: 


It ac- 


We believe no useful purpose would 
be served by elaborating upon either 
the various methods used by the wit- 
ness, the criticisms thereof, or the 
arguments thereon of opposing counsel. 
The profit allowed herein speaks for 
itself and reflects our well-considered 
judgment in the light of the facts and 
anticipated conditions surrounding the 
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company’s operations. We _ consider 
that the amount allowed will be suffi- 
cient to enable the company to provide 
reasonably adequate service in the fu- 
ture, and to permit it to obtain such 
capital as is necessary for the proper 
conduct of its business. 


If the cost of money is to be the 
controlling factor in determining the 
utility’s rate of return in the future, a 
good many utility companies, whose 
capital structure consist principally 
in funded debt (such as mortgage 
bonds), are going to experience some 
chilly winds at the pay-off window. 
The telephone industry, as a whole, is 


fortunately financed along conserva- 
tive lines. With a few exceptions 
among smaller Independents, these 


companies have balanced bonds against 
stock or equity at a safe ratio. But 
some other utility industries are not so 
fortunately situated. 

At the recent annual convention of 
the American Gas Association in Cleve- 
land, a chart was displayed showing 
the relative amount of debt (bonds) as 
compared with equity (stock) financ- 
ing which currently is being practiced 
by the rapidly expanding natural gas 
and pipe-line industry. Debt ratios 
running up to 80 per cent and more of 
all outstanding obligations are not un- 
common. 

With interest rates 
securities running around 3 per cent, 
what kind of an over-all return could 
these companies look for (at the hands 
of the Federal Power Commission 
the state commissions) if cost of 
money alone is to be the controlling 
factor in determining the rate of re- 
turn? This is really something to think 
about, especially for a company con- 
fronted with the need for raising new 
capital and weighing the relative de- 


money on such 


or 


sirability of debt, as compared with 
equity, financing. 
It is inconceivable, however, that 


very many state commissions would be 
willing to go so far as to let the cost 
of borrowed money be an absolute 
standard in rate making or anything 
like it. It might be well in this respect 
for state commissions to recall wise 
words of warning recently spoken by 
the chairman of the Federal Power 
Commission, Nelson Lee Smith. He ut- 
tered these words of warning during 
an address before the Public Utility 
Section of the American Bar Associa- 
tion at its recent annual convention 
in Cleveland. 


Chairman Smith had reviewed the 
trend of regulation to the present 
status of “new freedom” for the fed- 
eral and state commissions. He admit- 
ted that since the Supreme Court’s de- 
cision in the Hope Case the commis- 
sions are pretty much the bosses of 





regulation and neither the courts nor 
the legislatures seem to be disposed to 
interfere. But this, Chairman Smith 
said, should be a sobering responsibil- 
ity. If it is abused, the courts and the 
legislatures might very readily step 
back into the picture with some dis. 
ciplinary restrictions. 


eee 

The nation’s capital seems to be 
knee deep in memoirs these days— 
mostly by ex-New Dealers. A_ good 


many of them are attempting a frank 
revelation of ‘what actually §hap- 
pened” in the sacrificial spirit of “now 
it ean be told.” In addition to those 
of the New Deal, who have turned into 
professional columnists, such as Mrs, 
Roosevelt, Raymond Moley, and Har- 
old Ickes, the crop of book auv- 
thors and installment exposés feature 


new 


such names as former Postmaster-Gen. 
James A. Farley, former Secretary of 
Labor Frances Perkins, former Secre- 
tary of the Treasury Henry Morgen- 


thau. Perhaps the most important 
revelation is still to come. The lone 
grey eagle of the entire New Deal 


period, former Secretary of State Cor- 
dell Hull, is reported to be finishing 
up his autobiographical notes, from a 
bed at the 
pital at Bethesda in nearby Maryland. 
not to 
lesser fry, former secret service me! 
and the like, their 
reminiscences into an honest dollar (0! 


convalescent’s naval hos- 


This is mention a_ host of 


who have turned 


so we hope) in the form of a publist 
er’s check. 

The composite picture one gets fron 
all of 
both sympathetic and critical, is quite 
a different picture from the popula! 
and approved version that was handed 


these revelations and exposes, 


out in Washington when Roosevelt was 
still in’the White House. In those days 
we were given the picture of a coura 
geous and happy leader surrounded b) 
a loyal, daring and happy team work 
ing in an atmosphere of carefree col 
fidence and even gaiety. Everybody 
was happy in his job and with eacl 
other, because “the boss” had assure¢ 
them all that the only thing we had t 
fear was fear itself. 

But now we get a picture of a lot 0 
unhappy people around Roosevelt. The 
reminiscences are not only sad but 
sometimes indignant. They reek wit! 
frustration. And in the case of Farle) 
we get plain statements about the dov- 
ble cross and willful deceptio! 


And as we look back and cou 
heads, it appears all too true that 
there never was such a thing as 0 


happy team, but rather a succession" 
teams—a good many of the members 

. ” Ss 
which “hated each other’s gut,” 0 


(Please turn to page “') 
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N A RECENT address before the 
United Nations Educational, Scien- 
tific and Cultural Organization in 
Chicago, David Sarnoff, president of 
Radio Corp. of America, predicted that 
within the near future television would 
be able to span the globe. He prophe- 
sied that international television would 
play an important part in enabling the 
world’s peoples to understand each 
other’s problems and points of view. 
“IT can foresee the day when we 
shall look around the earth, from city 
to city and nation to nation, as easily 
as we now listen to global broadcasts,” 
Mr. Sarnoff said. 

He also described ultrafax, a new 
system of radio communication capable 
of transmitting 1,000,000 words a min- 
ute, as a combination of radio and tele- 
vision which is to be used for trans- 
mitting the printed word. 

“It is essentially a radio mail sys- 
tem,” he said. “It will dip into the 
mail bag to flash documents, news- 
paper pages, letters, maps, drawings, 
balance sheets or, in fact, any written 
message, in any language. 

“Ultrafax is capable of transmitting 
the equivalent of 40 tons of airmail, 
coast to coast, in a single day, a 500- 
page book in half a minute and a Sun- 
day metropolitan newspaper, including 


the comies, in one minute.’ 
eee 


It is claimed that a telephone direct- 
ry, with normal usage, grows 15 per 
cent thicker in six months. This, de- 
spite the fact that some of them are 
tather thick in the beginning. 


eee 
According to the C&P Transmitter 
me of the hardest things to learn is 


that a person may disagree with us in 


rT , _ 
many ways and yet be capable, honest 
and sinc: 


The Travelers Insurance Co. has 
‘ompiled fizures which indicate that 60 
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ber cent all persons killed in auto- 
— accidents meet death during the 
ours of darkness. This is true in 


Spite of the fact that normally only 
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about 25 per cent of a day’s total 
traffic is on the roads at night. Dusk, 
darkness and fatigue are the allies of 
automobile accidents. 


This kink sent us by C. O. Thomp- 
son of Westport, N. Y., indicates the 
method used to attach two cables to 
one suspension strand by the use of 
zinc strap cable hangers. A _ 14-in. 


RAY BLAIN 
TECHNICAL 
EDITOR 


numerous valuable applications in the 
field of voice recording. 


Films made by the National Broad- 
casting Co. of the signing of the inter- 
American Defense Agreement by Pres- 
ident Truman were telecast from New 
York less than 23 hours after they 
were made in Rio, 5,000 miles away. 


This action breaks all previous tele- 

















strap proves adequate for attaching 
two 26-pair cables to a messenger 
strand. 

The splice and cable is supported 


by wrapping the zine strip around both 
cables and not lacing as is used for 
the regular cable supports. 


Spectators at senate hearings on the 
steel shortage in Washington were in- 
trigued recently by the presence at the 
committee table of a young man hold- 
ing to his face a mask resembling an 
old-fashioned equine feed-bag. Report- 
ers soon learned, however, that it was 
a new device for recording transcript 
of proceedings. Known as a “Reporto- 
graph,” the device is connected to a 
regular voice recorder. 

The designer of this device explained 
that it contains a microphone into 
which the operator repeats the words 
of the witness verbatim. It has a hole 
in the bottom through which the op- 
erator obtains air while dictating. Al- 
though seated only a few feet from the 
witness and committee, the operator 
was able to talk into the recorder with- 
out disturbing the proceedings. 

This machine, while used only ex- 
perimentally to date, gives promise of 


vision and newsreel records for speed 
in the transmission of motion picture 
film. the first time a 
television cameraman ever accompanied 
a presidential press party on a trip 
outside the United States. 


This was also 


Four different locations are sug- 
gested by an architect friend of ours 
for a telephone in a modern residence. 
They are, kitchen, bedroom, 
room and the playroom or den. 

It is a good plan to start with one 
instrument centrally located with re- 
spect to the living space most fre- 
quently used and then add extensions 
as facilities can be made available by 
the telephone company. 


living 


Most operating companies now have 
a sufficient number of instruments on 
hand to meet the extension require- 
ments of their subscribers. Strange as 
it may seem, however, subscribers are 
not in all cases being apprised of this 
fact. 

eee 


We wonder why it usually proves 
so difficult to have new tools adopted 
for general use. Men on the job, if 
given a chance to try them, will see the 
advantages of the worth-while tools at 
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once and often purchase one for their 
own use from personal funds. Ordi- 
narily, the main difficulty is with the 
“higher-ups,” who must approve the 
adoption of new tools before their pur- 
chase can be authorized. These men 
generally are reluctant to give any- 
thing new their stamp of approval, 
even though it may be obvious that it 
possesses valuable qualities. This cer- 
tainly does not contribute anything to 








Q. When making switchboard cable 
forms, what size twine should be uti- 
lized on the various sizes of cable? 


A. One rule to follow is to use six or 
12-ply waxed-cotton twine to sew cable 
of 50 pairs or less; from 51 to 303 
pairs, use 12-ply and for cables larger 
than 303 pairs, use two strands of 
12-ply twine. 


Q. What type of lumber is consid- 
ered best for use in the building of 
forms to be employed in the construc- 
tion of concrete manholes? 


A. Plywood sheets mounted on a 
suitable framework of 2 x 4 ins. or 2 x 
6 in.-timbers usually prove satisfactory. 
Sectional steel manhole forms ordinar- 
ily prove a good investment on jobs 
where several manholes are to be con- 


structed. These forms can be _ pur- 
chased from your telephone supply 
house. 

eee 


Q. Is there any arrangement whereby 
a new fuse can be installed automati- 
cally when one blows on a telephone 
line? If this could be accomplished, a 
trouble trip often could be avoided. 

A. This arrangement is quite ex- 
tensively employed on power lines, but 
we do not have any information as to 
it ever having been used on telephone 
circuits. 

Fuses in telephone lines often are 
blown on a power cross and in this 
case it is highly desirable that the cir- 
cuit remain open until the cross is 
cleared to protect the telephone and 
persons who might attempt to use it. 


Q. What advantages in transmission 
were obtained by the armed services 
during the war in the loading of field 
wire? 

A. The loading coils used on wire 
W-110 and W-110-B were designed for 
installation at one-mile intervals along 
the circuit. An increase of about 30 
per cent in the maximum length of 
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progress for such items often are aban- 
doned by a firm because they do not 
prove profitable. 

No one can be blamed for being 
conservative, and certainly every 
“Rube Goldberg” idea that comes along 
should not be approved on sight. It is 
believed, however, that when men on 
the job feel a new item has merit and 
will assist in their daily work, it should 
at least be given the benefit of a doubt. 





pier: te 


N’S QUI 


line for satisfactory transmission may 
be obtained by the proper use of this 
loading. Lines properly constructed of 
field wire not over 10 miles in length 
are ordinarily satisfactory from a 
transmission standpoint without load- 
ing. 





eee 

Q. 

trogen gas for locating and drying out 

low insulation trouble in paper insulated 
cable? 


A. Gas pressure 


Is it possible to make use of ni- 


is often used to 
locate low insulation resistance on ae- 
rial cable when caused by a _ small 
sheath opening and when other means 
of testing fail. The best practice is to 
admit gas to the cable in the vicinity 
of the fault as indicated by tests used. 
Next soap the cable at all suspected 
points and watch for bubbles. 


It is most important that gas be 
admitted in such a manner as to drive 
the moisture out through the opening 
by which it entered rather than spread 
it through the cable. In order to ac- 
complish this, it is always a good plan 
to install valves and admit gas to the 
cable at two points far enough apart 
to make certain that the sheath open- 
ing is between them. The gas should 
be admitted at a pressure of about 
20 pounds per square in. Allow suffi- 
cient time to elapse for the pressure to 
build up over the total length of the 
cable which usually does not require 
over 30 minutes. 


Q. 
line, is it important that span lengths 
all be of equal length? 


In laying out a new open wire 


A. Whenever possible, it is always 
considered desirable that span lengths 
be about equal in length and measured 
accurately in order that transposition 
spacing will be correct and in order 
to obviate unnecessary unbalanced 
loads on poles. 


Poles should be located by actual 
measurement as pacing is not suffi- 








ciently accurate. When spans vary in 
length due to uneven terrain, the trans. 
positions should be as accurately Jo. 
cated as possible. 
eee 

Q. We have 200-pair cables 
running parallel in a four-duct conduit 
structure for a distance of about 800 ft, 
and there is an urgent need to reinforce 
this cable run by at least 200 pairs, 
Since we have not been able to purchase 
600-pair cable to replace the existing 
200-pair cables, what action would you 
recommend? 


two, 


A. In view of the present difficulty 
in obtaining large cable you do not 
have much choice in the matter except 
to use whatever cable you can obtain 
to provide the required expansion. You 


are fortunate, however, in that you 
have two vacant ducts in this run. 
Obviously you can run another 200- 


pair cable if you can procure it and 
still have one vacant duct to use in 
effecting future rearrangements. 0) 
you might be lucky and obtain a 400- 
pair cable and later one of the present 
200-pair cables can be removed. 

Whatever you do, however, it is nec- 
essary that you retain one vacant duct 
for future rearrangement. 


Q. Is it 
type of wire for hanging cable by the 
spinner method? We plan to make use 
of .083 BB for cable up to 100 pr. 
22-gauge and .109 BB for larger cables. 


necessary to use a_ special 


A. Standard spinning wire is .09! 
inches and should be relatively soft i 
order to operate satisfactorily. It must 
be obtained in coils of approximately 
325 ft. of the correct size to fit the 
spinner being used. Galvanized iro 
lashing wire has a strength of betwee! 
375 and 400 pounds and Copperweld 
wire a strength of 420 to 515 pounds 

It is imperative that lashing wil 
have the proper degree of hardness. 
Wire which is too springy will not 
feed properly and may cause trouble ! 
other ways. 

It is doubtful that the ; 
you mention would operate in the spin- 
ner and place proper tension on the 
wire. If this tension is not provided 
the cable will not be held firmly to th 
strand. Then, also, if you use an odd 
size wire, it will be necessary to © 
it yourself, which may prove an ex: 
tremely difficult and expensive ope! 
tion. 


wire sizes 


We believe it will prove cheaper 4” 
more satisfactory in every way to Pu" 
chase the regulation type spinner = 
rather than attempt to improv!se. 
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Dakota Telephone As- 
held its 40th annual con- 
1 Oct. 1 and 2 in Sioux Falls 
rogram was considered to be 
ever presented at a South 
mvention by the more than 
one people who attended. The 
discussed by the 
the various 
industry today. 


speakers 


ipon problems 


nnual address, President Cliff 


Clear Lake, S. D., empha- 
need for improvement and 
of rural telephone service. 


He suggested that the Independent in- 
re consideration to future use 


‘lephone equipment and joint 
nm with private and REA 
in bringing about better 
the farmers. 


ned that telephone companies 


steps to improve rural serv- 
threat of government en- 
) the telephone field is to be 


y W. A. Pirner reported on 
ies of the association during 


year, particularly its work in 


bring about the repeal of a 
which limited rates charged 
companies to 25 cents per 
month. 
gee, vice president, Lincoln 
lephone & Telegraph Co., 
an of the Employment Re- 
mittee of the United States 
Telephone Association, 
of “Employment 
and their application 
hone business. 
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‘elations Is Our Business” 
ibject of an address by 
kman, Springfield, Ill., ex- 
‘tary of the Independent 
Pioneer Association and 
of TELEPHONY. 

lations is the art of deal- 
ple in such a manner that 
sh to conduct themselves 
fashion. In the telephone 
man relations in dealing 
rs, employes and co-work- 
S a major portion of the 


18, 1947 


job, therefore, it behooves us to culti- 


vate the art of dealing with people 
successfully,” Mrs. Workman stated. 

She discussed her subject from the 
major points — relations (1) between 


management and employes; (2) be- 
tween management and employes and 
the public, and (3) 


themselves. 


between employes 


“Human relations in our business 
is affected by environment, either 
favorably or unfavorably. Customers 
coming to the business office are favor- 
ably impressed if the office is clean, 
neat, and consideration has been given 
to the customers’ comfort in using 
central office pay-stations and while 
waiting for a call to be completed. 

“Experience has proved, employes do 
a better job if their quarters are in- 
viting, properly ventilated, and chairs 
are comfortable. 

“A great deal has been said about 
the importance of the manager’s un- 
derstanding of human relations in our 
business. Employes, too, must have a 


like understanding if the office is to 
function satisfactorily and customers 
are to receive pleasing, dependable 


service. 


OUTH DAKOTANS DISCUSS 
xpanded Rural Sorwice 


“To achieve the desired results, op- 
erators must work in harmony, in their 
own exchange and in their contacts 
with other offices; supervisory people 
must certainly have the proper under- 
standing of human relations if they 
wish to be successful and do a satis- 
factory job; all departments in the 
telephone organization must work in 
close harmony.” 


V. E. Chaney, Chicago, representing 
the United States Independent Tele- 
phone Association, covered the activi- 
ties of the national association and 
then presented some inspiring com- 
ments concerning the world economic 
situation and how it is affecting the 
economy of this country. He stated: 


“The world is full of troubles today. 
This has always been a troublesome 
world. There is no cure-all for 
these troubles and there never will be 
so long as there are people. 

“People have minds that develop 
thoughts and ideas. In the develop- 
ment of the human race we have taken 
on different ideas and philosophies. It 
is not strange to say that people have 





Newly elected officers of the South Dakota Telephone Association, pictured from left to right, are 
CARL BEIER, Freeman, president; W. A. PIRNER, Delmont, secretary-treasurer; BEN HALL, Avon, 
first vice president, and J. W. TOBIN, Plankinton, second vice pesident. 
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a desire to live. In this desire to live, 
we have developed initiative, greed, 
dishonesty, a desire for wealth, lead- 
ership and power. ... The desire to 
live is so strong that only the fittest 
survive. This applies to nations as well 
as individuals. ... 

“In the development of nations, 
leaders are selected. These leaders 
developed ideas and philosophies. Na- 
tions have their economic problems, of 
course, but most of their problems to- 
day are the result of abuse of power. 
This scramble for more power has not 
always developed from matters per- 
taining to economic needs but in many 
cases nations desired to improve their 
economic standards at the expense of 
others.” 


Concerning wars resulting from 


nations’ desires to gain power, Mr. 
Chaney said: 
“Wars could be averted if people 


would think; think when they select 
their leaders. Ninety-five per cent of 
the people of the world today don’t 
think clearly or logically or they don’t 
have the capacity to think... . 

“There are too many ‘isms’ and phi- 
losophies being taught today in our 
schools. The young people of today 
have a hard time with their mental 
processes in trying to sift out the bad 
from the good. Ever since people 
banded together in groups and na- 
tions, the same problems have arisen. 
The world has tried off and on for 
hundreds of years the ‘isms’ that were 
thought to be a cure for all its trou- 
bles. We have Communism, Socialism 
and Capitalism. Capitalism is a harsh 
word these days but the world has 
always had it, if you just call it by its 
right name. If you own property and 
you are permitted to use it, expand it, 
sell it, operate it unhampered by 
others, you are a capitalist. You can’t 
now, and you never have been able to 
legislate out of people’s minds and 
hearts the desire to accumulate prop- 
erty, money, selfishness, greed, initia- 
tive or desire for more comfort. You 
can give a Socialist or a Communist 
$10,000 in cash and he becomes a capi- 
talist immediately. 


“There are too many people in this 
country who are willing to listen sym- 
pathetically to the teaching of foreign 
‘isms,’ the kind of ‘isms’ that do not 
work and never will work. These peo- 
ple, however, do so with the security 
and protection of our present way of 
life which gives us freedom and the 
right of free enterprise... .” 


Speaking of the need to defend the 
enterprise system, Mr. Chaney said: 


“Too few of us have attempted to 
tell our fellow citizens that they are 
expecting too much from political free- 
dom and private enterprise—that de- 
mocracy and liberty in the sense in 
which these words are used in Amer- 
ica, entail considerable risk and hard- 
ship; that in the dangerous search for 
greater comfort and complete security, 
by way of the government, freedom 
will certainly be lost and with it such 
of the comfort and security of material 
purpose which private enterprise af- 
fords. We who believe in private en- 
terprise must take the responsibility 
and furnish the leadership so that the 
young men just out of schools, colleges, 
the Army and Navy will realize that 
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Persou-te-Persou 


TELEPHONE operator in Norway for 26 years, Ragnhild Wik 
managed to give the Nazis plenty of wrong numbers when they 
seized Trondheim early in the war. But it wasn’t easy, she admitted. 

Miss Wik, who visited Seattle, Wash., recently, said the Nazis monitored 
every call that went through the switchboard. 

“There was much confusion when the Nazis took over,” 
“They locked us in the telephone exchange for 60 hours. 
wonderful day, May 8, 1945, when they left.” 

Telephone equipment here is far superior to that of Trondheim, she 
pointed out, although the city does have dial service. With a population 
of about 60,000, Trondheim has only 9,000 telephones, most of them 
There are no party lines in Norway, where the 
telephone system is state-owned, Miss Wik said. 


she said. 
It was a 








real success comes only through hard 
work and honest effort. 


“There must be something to this 
way of life called private enterprise; 
otherwise we could not have success- 
fully prosecuted the last world war. 
We not only supplied our own military 
forces with the materials necessary but 
we supplied many billions of dollars 
worth of materials to the other na- 
tions of the world. We are still pour- 
ing out billions of dollars in terms of 
money and materials to those countries 
whose way of life was not as success- 
ful as ours. Yes, some have said we 
did it all wrong and there are those 
who say our way of life is not in the 
best interest of our workers, but bear 
in mind they are willing to take the 
fruits of our labor to sustain their way 
of life and to help preserve their 
political and blundering philosophies 
that have not proven successful.” 


In closing, Mr. Chaney stated: 


“It is high time that world leaders 
recognize that it is going to take work, 
hard work, long hours of work to bring 
back or to create the comforts of life. 
The leaders of our nation realize this. 
I do not believe that the people of this 
country are going to continue to work 
and work hard to support all the peo- 
ples of the world who are inclined to 
do little to help themselves. ... 

“The continuous pouring out of our 
resources may well bankrupt this na- 
tion and then we will be in the same 
class as the other poverty stricken 
nations of the world. Let us hope that 
our representatives in Washington will 
receive divine guidance in determining 
the proper course of future action so 
as to prevent an economic collapse 
here and thereby prevent us from mak- 
ing a reasonable contribution to the 
underprivileged people of the world.” 


“In the mitigation of customer irri- 
tations and in the reestablishment of 
themselves in the good graces of the 
public, telephone companies for the 
most part have one big asset, and one, 
which, I think, is peculiar to them. 
That asset is their reputations,” Leon 
F. Roberts, Chicago, Ill., commercial 
and public relations representative of 


the Gary Group, said in his address 
on “Easing the Strain On Public Re- 
lations.” He said: 


“It has been my observation that 
most telephone companies — and most 
telephone people — have good reputa- 
tions. They stand well in their com- 
munities. These reputations have been 
built up down through the years by 
fair dealing, by giving good service, 
by extending courteous and cordial 
treatment to all, by taking an active 
part in civic and community enter- 
prises, and by becoming an_ integral 
part of the communities which they 
serve. 

“Not only is management usually 
held in high esteem, but so, too, is the 
commercial staff, the operators, and 
the installers. All are synonymous, you 
see, with the telephone company. It is 
trusted by the community. Manage 
ment is trusted. Even when asked to 
pay higher rates, the majority 0! 
people—and I’m not talking about the 
politicians now—are willing to take the 
company’s word for it. 

“The same trust is accorded down 
through the ranks... . 


“Public relations are nothing more 
or less than public opinion. It’s what 
the public thinks of you that counts. 
If they think wrongly, there are man) 
ways in which you can change thei? 
opinion. It will take time, but it cal 
be done. 

“No matter how well we think we 
stand in our communities, it is we! 
that ever we be on the alert to er 
hance our reputations. Public fancy, 
you know, is a fickle thing, and some 
times little oversights are important 
It never pays to take some things 10! 
granted. 


“High aspirations and the will 


achieve are but by-products of a g00 
reputation. When we have a £00 
reputation we are proud of our com 
pany, proud of our place in it, am 
proud of the part we individually play: 
And, let no one be mistaken, every 
dividual, every institution, every bus! 
ness, acquires a_ reputation, whethe 

that reputation be good or ba‘. 
Commenting upon recently publishe’ 
reports of pool telephone vice 1 
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Great Britain, Mr. Roberts said the 
English government, which operates 
the communications system there, evi- 
dently has much more need for im- 
provement in public relations than we 
do here. 

As one of the more worrisome ques- 
tions facing telephone management in 
this country, the speaker mentioned 
the held order situation, stating that 
many managers, harassed by large 
public demand for service, are wonder- 
ing how many of the deferred applica- 
tions for service will “wash out” when 
the inflationary spiral levels off as it is 
bound to do sooner or later. 


Edith Borg, Omaha, assistant per- 
sonnel director, Northwestern Bell 
Telephone Co., addressed the conven- 
tion on “Operators Are People.” She 
said that at one time, operators were 
not considered important in rendering 
telephone service, but as time passed, 
their importance has grown in the 
minds of the public and telephone man- 
agement. 


Miss Borg stated that recruiting and 
training of operators constitutes one of 
the greatest problems in the traffic 
phase of the telephone business. She 
stated that in 1946 the Bell System 
employed 186,000 operators of whom 
130,000 replaced losses. In terms of 
dollars and cents this recruiting and 
training amounted to $40,000,000. This 
year, she said, the Bell System esti- 
mates that it shall need to employ 
200,000 operators. 


“To obtain this and hold many oper- 
ators requires that basic conditions be 
right; that is, wages, hours, working 
conditions and relationships with indi- 
vidual employes,” Miss Borg stated. 


She urged telephone companies to 
constantly publicize the advantages of 


being a telephone operator in order to 
attract new employes and to make sure 
that certain practices are established 
and followed in order to hold new 
employes. Among the points she em- 
phasized are: 
_ (1) Providing congenial, helpful and 
sympathetic supervision. 
_(2) Giving operators well-defined re- 
‘ponsibil es and letting them know 
‘ney have a vital place in the organi- 
zation. 
. (3) S g that they work with con- 
enial fi employes. 
a J ling am, attractive, quiet 
fe intaine rati 

tad loon operating rooms 
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In closing, Miss Borg stated that all 
departments of the telephone company 
—management, commercial, accounting 
and plant—must aid in building up the 
prestige of operators, the greater part 
of which is giving recognition to and 
expressing appreciation of their im- 
portant place in the company and their 
accomplishments. 


In an address on “The Public and 
the Public Utilities,” Chris Merkle, 
Pierre, member of the South Dakota 
Public Utilities Commission, stated 
that there are numerous telephone 
plants in that state which are not in 
too good a condition. He said that the 
commission had approved rate in- 
creases for some companies needing 
additional revenue and had encouraged 
others which must have higher rates to 
take steps to apply for them. 


He stated, however, that when ad- 
justments in rates are made, the com- 
mission expects companies to improve 
service, especially on rural lines, many 
of which are in bad shape. 


Commissioner Merkle commented 
upon the poorer grade of telephone 
service rendered in Great Britain, 
which is controlled by the government 
and pointed out that service provided 
by private companies, such as in this 
country, is the best. 


“Management Goals” was the subject 
of an address by Ray Smith, editor of 
Telephone Engineer. His remarks were 
directed primarily to small companies 
and he warned that if those companies 
were not in business to make a profit, 
they really were not in business at all, 
because it is impossible to keep any 
business in a sound condition without 
profits. 


He stated that the revenues of many 
small telephone companies are just 
enough to pay those who run them a 
living wage and sometimes a poor one 
at that, which means that there are 
little or no funds to maintain and im- 
prove its properties. He recommended 
that companies needing additional rev- 
enues proceed immediately with read- 
justing their rates in order that they 
might be put on a sound basis. 


“Developing Subscriber Cooperation” 
was the subject of an interesting ad- 
dress by Mrs. William Saltmarsh, 
Annandale, Minn., vice president, Lake- 
dale Telephone Co. She told of the 
importance of developing the goodwill 
and cooperation of subscribers when 
her company undertook a rate increase 
program and in securing subscribers’ 
endorsements for increased rates. 


Mrs. Saltmarsh told of her com- 
pany’s program of converting one of 
its small exchanges to dial and the 
steps that she and her husband took to 
secure 92.7 per cent of the subscribers’ 
signatures approving the new service 


at a substantial increase in rates. She 
also described their efforts in securing 
a greater development of the rural 
area. Sixty per cent of the farms in 
the territory had telephones and by 
contacting non-rural subscribers in the 
rate increase campaign, 60 applications 
for the new dial service were secured. 


Mrs. Saltmarsh stated that their ex- 
perience indicated that the farmers and 
town subscribers were not so much 
interested in the amount of the in- 
creased rates, but rather in the fact 
that they were to receive modern dial 
telephone service. She recommended 
that all small companies, needing rate 
increases, take immediate steps to im- 
prove service and petition the sub- 
scribers for adequate rates. 


In closing, Mrs. Saltmarsh stated: 


“Referring to this matter of coop- 
eration, it seems to me it is almost a 
natural outgrowth of mutual under- 
standing. In my experience in the 
telephone business, and similar expe- 
rience in other phases of the utility 
field, I believe that this mutual under- 
standing can best be developed through 
the contacts of. the management and 
the rate payers — interviews, discus- 
sions, social calls, trouble calls, whether 
they are made because management is 
initiating something new or there is a 
need to justify a line failure—all of 
them can be made at least partially 
informative, and, by the way, develop 
generally an awareness for telephone 
service and telephone usage. 


“The progress made through these 
contacts will depend almost entirely 
upon the interviewer. If the inter- 
viewer is confident that he can deliver 
a dollar’s worth of telephone service 
for a dollar—if he is proud of being 
in the telephone business—if he re- 
frains from one twinge of apology in 
presenting his case—and then, talks to 
the subscriber in a _ straightforward, 
cooperative manner, lends a sympa- 
thetic ear to troubles and complaints, 
and makes some wise promises, there 
is likely to be little or no quibbling one 
way or another about the ratio of 
rates and service values.” 


The final address on the program 
was given by W. R. Johnson, Omaha, 
Neb., vice president, Northwestern 
Bell Telephone Co., who spoke on “The 
Telephone Industry and Its Responsi- 
bilities.” Discussing the problems con- 
fronting the industry, Mr. Johnson 
stated that it still is the responsibility 
of the telephone companies to give the 
best service possible at fair, but ade- 
quate, rates, and to provide good pay 
and security for employes. 

Directors elected by the convention 
are F. H. McGinnis, Aberdeen; L. P. 
Ulrick, Woonsocket, and J. W. Tobin, 
Plankington. 


Officers elected are President, Carl 
Beier, Freeman; vice presidents, Ben 
Hall, Avon, and Mr. Tobin, and secre- 
tary-treasurer, W. A. Pirner, Delmont. 
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Reverses Toll Tariff Order; 

Tennessee Company to Appeal 
Residents of Powell Station, Tenn., 

won the second round in a dispute with 


the Powell Telephone Co. over the 
question of whether or not calls be- 
tween Knoxville and Powell Station 
should be toll-free. (TELEPHONY, Sept. 
27, p. 72.) 

The Tennessee Railroad & Utilities 
Commission reversed its temporary 
ruling of July 24 putting the toll tar- 
iffs into effect after Powell Station 
residents petitioned for reconsideration 
of the order. The commission has also 
ruled that the company cannot collect 
for interim tolls. 


In its decision the commission au- 
thorized the company to increase its 
monthly rates to single line subscribers 
and ordered it to cut rates for party 
line customers. Rate changes made 
are: Single party residence, from $2.50 
to $38; party line rates on more than 
a four-line hookup, lowered from $2 
to $1.50., 

Counsel for the company said that 
172 of the 891 stations were affected 
by the cut and that if no commission 
relief was forthcoming the decision 
would be appealed through the Knox 
County Chancery Court. The commis- 
sion, however, expressed its willingness 
to review the case if the new rates 
should not balance the increase in ex- 
penses to the company. 

The new order affects both Southern 
Bell and Powell Station companies, 
since the Knoxville concern was or- 
dered to restore free service from 
Knoxville to Powell Station, also. 

Powell Station representatives told 
the commission in a hearing Sept. 8 
that they would be willing to pay 
Knoxville rates only if they could ob- 
tain the same quality of service. 


Vv 


Wabasha County, Minn., Company 
Increases Rates, Wages 

Higher rates for the Wabasha Coun- 
ty Telephone Co.’s Plainview, Millville, 
Elgin, New Richland and Waldorf ex- 
changes were approved as follows in 
the Minnesota Railroad & Warehouse 
Commission’s order of Oct. 7: 
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Plainview and Millville 








Present Proposed 
Gross Gross 
Class of Service Rates Rates 
Business: 
One-party ..... $3.25 $4.00 
Two-party ..... 2.75 3.50 
Multi-party, rural 
magneto ..... 2.50 2.75 
Multi-party, rural 
common battery ... 3.00 
Extension stations .7! 1.00 net 
Residence: 
One-party .. -$2.00 $2.75 
Two-party ..... ~~ 2.25 
Multi-party, rural 
met. magneto. 2.00 2.25 
Multi-party, rural 
ground magneto 1.75 2.00 
Multi-party, rural 
common battery 2.50 
Extension stations .50 -75 net 
Elgin 
Business: 
One-party ..... $3.25 $3.50 
Two-party ..... 2.75 3.00 
Multi-party, rural 
magneto ..... 2.50 2.75 
Multi-party, rural 
common battery 3.00 
Extension stations .75 1.00 net 
Residence: 
One-party ..... $2.00 $2.25 
Four-party ..... 1.75 2.00 
Multi-party, rural 
met. magneto. 2.00 2.25 
Multi-party, rural 
ground magneto 1.75 2.00 
Multi-party, rural 
common battery ... 2.50 
Extension stations .50 -75 net 
New Richland and Waldorf 
Business: 
One-party—New 
Richland ....$3.25 $3.75 
One-party— 
Waldorf ..... 2.50 3.25 
Extension stations— 
New Richland. .75 1.00 net 
Extension stations— 
Waldorf ..... 50 .75 net 
Residence: 
One-party—New 
Richland ..... $2.25 $2.50 
One-party— 
Waldorf ..... 1.75 2.25 
Multi-party, rural 
magneto—New 
Richland ..... 1.90 2.25 
Multi-party, rural 
magneto— 
Waldorf ..... 1.75 2.25 
Extension stations .50 -75 net 


Rates will become effective following 
certification that common battery serv- 
ice is installed in Plainview and hourly 
wages of the company’s employes in- 
creased. 

The following operating revenues 
and expenses were submitted at the 


hearing: Under present rates, rev- 
enues, $57,051; expenses, $57,081; for 
a $30 deficit. Under proposed rates, 
revenues, $6,020; expenses, $65,321, 


for a net income of $699 or 47 per 
cent of book cost of plant and 
ment, valued at $150,000. 
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Bridgeport, W. Va., Company 
Service Improvement Ordered 
West Virginia’s Public Service Com- 
mission issued an order Oct. 6 direct- 
ing the Bridgeport (W. Va.) Tele- 
phone Co. to continue to improve the 
facilities by which it serves approxi- 
mately 500 customers in and near the 
small Harrison County community. 


equip- 


The commission declared at the same 
time that if subscribers in that area 
preferred service by the Chesapeake & 
Potomac Telephone Co., that company 
could make application for a certificate 
to serve them. Any agreement between 
C & P and the Bridgeport company 
is “invalid and of no force and effect 
whatsoever,” according to the commis- 
sion, which pointed out that no con- 
tract or agreement to that effect had 
been reported for its approval. 

The commission’s order was entered 
in a pending case which started when 
the commission directed the Bridge 
port firm to show cause why it should 
not be required to improve its service. 
A hearing was held at Clarksburg last 
February. 
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Nebraska Court to Hear AFL 
Argue Against Closed Shop 
The Nebraska Supreme Court has 


set for argument Nov. 3 the action 
brought by the American Federation of 
Labor attacking the validity of the 
constitutional amendment adopted in 


1946 by Nebraska voters bannin: the 
closed shop and forbidding de of 
the right of a person to employment 
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because he is not a member of a union. 
(TELEPHONY, July 12, p. 30.) 

The federation claims that the 
amendment is in violation of the va- 
rious provisions and guarantees of the 
federal constitution, particularly those 
that say no state shall pass laws that 
abridge privileges or immunities of 
citizens of the United States, deny the 
exercise of rights guaranteed in that 
constitution or which impair the obli- 
gation of contracts. 
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Michigan Commission Grants 
Rate Increases, Policy Revision 

Increased rates for two Independents 
and a revision of a third’s rural line 
service extension policy won the recent 
approval of the Michigan Public Serv- 
ice Commission, which made the fol- 
lowing authorizations: 

Higher rates for the Newport 
(Mich.) Telephone Co., which is op- 
erated by George L. and Katie M. 
Smith; establishment by the Chatham 
(Mich.) Cooperator’s Telephone Co. of 
a dial exchange at Trenary with in- 
creased rates there, and revision of 
rural line extension policy of the Tri- 
County Telephone Co., South Haven. 

The following new rates were granted 
the Newport company which had not 
had an upward rate revision for 25 
years: 


Within the Base rate area: 


Proposed 

Monthly 
Classification Rate 
One-party, business ......... $3.00 
Two-party, business ......... 2.50 
Business, extension .........-. 1.25 
One-party, residence ......... 2.25 
Two-party, residence ........ 2.00 
Four-party, residence ........ 1.75 
Residence, extension ......... 1.00 


Outside Base rate area but within the 
exchange service area: 


Proposed 
: Monthly 
Classification Rate 
Business, service ............ $2.25 
Residence, service ........... 1.75 
WOEVECS BURUION: «doses ewaienie x 1.25 
The Chatham company, which oper- 
ates at Rock River, Onata, AuTrain, 
Limestone and Mathias townships, now 
provides multi-party service at Tren- 
ary. It proposes to provide dial service 
Within the area at the request of sub- 
scribers who have asked improved and 
Increas services. New rates are as 
follows 
Within bose rate area. 
0 Monthly 
lassi fi n Rates 
Individu.») line, business...... $3.00 
Wo-party line, business...... 2.65 
ee station, business... 1.00 
ndivid) line, residence..... 2.25 
Wo-pariy line, residence..... 1.90 
Sea y line, residence.... 1.65 
xtension station, residence. . 50 
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Outside base rate area, but within ex- 
change service area. 

Monthly 
Classification Rates 


Unlimited party line, business. $2.50 


Extension station, business... 1.00 
Unlimited party line, residence 1.50 
Extension station, residence. . 50 


It was ordered that Trenary be made 
a toll point and that regulations and 
rates for intrastate toll service con- 
tained in Michigan Bell Telephone Co.’s 
schedule of tariffs shall apply in the 
case of the toll service between Tren- 
ary and other points. A further stipu- 
lation was that the Chatham company 
must apply to the commission for au- 
thority to borrow funds necessary to 
finance the new installation. 

In revising its rural line service ex- 
tension policy, the Tri-County company 
will, under normal conditions, extend 
its lines without construction charges 
for applicants living within the service 
exchange area, if they average one for 
each one-half mile or less of plant ex- 
tension. Charges made in excess of the 
allowance are to be paid at a rate of 
$24 per one-tenth mile of 


Vv 


Illinois Bell Asks to 
Consolidate Two Petitions 

The Illinois Commerce Commission 
set Oct. 14 for arguments in Chicago on 
a motion by the Illinois Bell Telephone 
Co. to consolidate two petitions for 
rate increases totaling $30,300,000 a 
year. 


. 


extension. 


A hearing on the company’s petition 
filed Sept. 24 for rate boosts which 
would increase annual revenue by 
$9,500,000 was scheduled for Oct. 8 
but was postponed to the later date in 
Chicago (TELEPHONY, Oct. 4, p. 22.) 

Leslie Jones, Bell counsel, asked that 
the commission consider at that time 
consolidating the $9,500,000 petition 
with another by Bell filed Dec. 3, 1946, 
seeking $20,800,000 additional 
annually. 


revenue 
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Florida Independent Ordered 
To Check Safety Devices 

The McIntosh (Fla.) Telephone Co. 
has been ordered by the Florida Rail- 
road & Public Utilities Commission to 
check immediately on the effectiveness 
of safety devices at the exchange, and 
to report its progress to the commis- 
sion within 30 days. The company 
also was ordered to rehabilitate its 
plant in order to render better serv- 
ice. 


The commission’s order followed an 
investigation after numerous com- 
plaints were lodged, most serious of 
which was electrocution of a telephone 


user when a power line fell across the 
telephone line. 


Southwestern Bell's Rate 
Application Set for Jan. 5 

The Kansas Corporation Commis- 
sion has set Jan. 5, 1948, for hearing 
on application of the Southwestern 
Bell Telephone Co. for rate increases 
in the state and announced the 
pointment of special counsel. 

Louis R. Gates, Kansas City, Kan., 
attorney, and Howard T. Fleeson, 
Wichita attorney, have been hired as 
counsel. 


ap- 


Mr. Robertson, commission chairman, 
said that he and either Messrs. Gates 
or Fleeson would attend a hearing Oct. 
20, in New York City at which South- 
western Bell will take depositions rela- 
tive to its financial relationship with 
the American Telephone & Telegraph 
Co. and the Western Electric Co. 

The amount of the increase sought 
in Kansas is approximately $3,279,000, 
or 15 per cent, over present total an- 
nual revenue from the telephone com- 
pany’s 143 exchanges serving 260 com- 
munities in the state. 

Gov. Frank Carlson issued a state- 
ment approving the commission’s an- 
nounced procedure and added: “The 
telephone rate increase would affect 
thousands of Kansas citizens who may 
be assured that the commission will 
give full consideration to every phase 
of the application before any deter- 
mination is made. Attorneys and com- 
petent engineers experienced in rate 
cases will be employed and in all 
respects the interests of the public will 
be fully protected.” 
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Higher Rates for 
Mcintosh, Minn. 

The Garden Valley Telephone Co. 
has been authorized by the Minnesota 
Railroad & Warehouse Commission to 
make the following rate revisions at its 
McIntosh (Minn.) exchange following 
conversion to common battery opera- 
tion: 

Proposed 
Gross Rates 
for Common 


Battery 
Service 


Present 
Class of Service Gross Rates 


Individual line, 


business ....... $3.00 $3.25 
Two-party line, 

business ....... 2.75 3.00 
Individual] line, 

residence ...... 2.25 2.50 
Two-party line, 

residence ...... 2.00 2.25 
Four-party line, 

residence ...... 1.75 2.00 


The company disclosed at the hear- 
ing that 97.7 per cent of the local sub- 
scribers had petitioned for better serv- 
ice at the proposed rates. The follow- 
ing statements of operation costs were 
presented: Under present rates, reve- 
nues, $11,461; expenses, $10,065 for a 
net income of $1,396. Under new rates, 
revenues, $12,070; expenses, $10,223 
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for a net income of $1,847 or 5.32 per 
cent of book cost property, valued at 
$34,710. 
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Higher Rates Approved for 
Hadley, Mich., Company 
The Hadley (Mich.) Telephone Co., 
operated by George F. Dunning, Sept. 
24 received authorization from the 
Michigan Public Service Commission 
to charge the following net rates: 
Proposed 


ates 


$3.00 


Classification ' 
One party, business 


Two-party, business ......... 2.50 
Multi-party, business ........ 2.25 
Business, extension station... 1.25 
One-party, residence ........ 2.50 
Two-party, residence ........ 2.25 
Multi-party, residence ....... 2.00 
Residence, extension station. . <0 
REG, (OUNCES 2. cic cce cess 2.50 
Rural, residence .........0s. 2.00 
Rural, business extension..... 1.25 
Rural, residence extension.... 15 
VV 


Order Peninsular Telephone Co. 
To Construct New Circuits 

Following complaints from telephone 
subscribers at Zephyr Hills, Fla., con- 
cerning inefficient and inadequate long 
distance telephone service between its 
territory served by the Jarrett Com- 
munication Co. at Zephyr Hills and 
the territory served by Peninsular Tel- 
ephone Co. at Tampa and _ nearby 
points, the Florida Railroad & Public 
Utilities Commission ordered the 
Peninsular company to construct and 
install two new copper toll circuits be- 
tween Zephyr Hills and the nearest 
point in the territory served by Penin- 
sular. 


has 


It was further ordered that two iron 
circuits between Dade City and Zephyr 
Hills be retained in service by the Flor- 
ida Telephone Corp. so that adequate 
service might be rendered 
Zephyr Hills and Dade City. 
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Southern Bell Asks 
Higher Mississippi Rates 

The Southern Bell Telephone Co. 
Oct. 9 asked the Mississippi Public 
Service Commission to make an_ up- 
ward revision of current telephone 
rates to provide $1,500,000 additional 
gross annual revenue as an emergency 
relief measure. 

In asking for revision of present 
rates which were established on Apr. 
14 (TELEPHONY, Apr. 26, p. 47) by 
the commission, the company showed 
that revenues from its services in Mis- 
sissippi are falling $450,000 a 
short of meeting operating 
and interest charges. 
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year 
expenses 


The motion was filed by the com- 
pany stating that actual operations 
have shown the rates authorized in 
April to have been less than needed 
to meet operating costs and proved a 
return of 5 per cent on its $25,000,000 
telephone facilities in the state. 

It states further that the company’s 
present earning condition creates an 
acute emergency which impairs its 
ability to render good telephone serv- 
ice in the state and that immediate 
emergency relief is required. 

The new motion is an extension of a 
petition filed by the company on Jan. 
16, which resulted in the establishment 
of the present schedule of rates by the 
commission. 
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Five Minnesota Independents 
Granted Rate Increases 

Five Minnesota Independents were 
granted increases during the first two 
weeks of October by the Minnesota 
Railroad & Warehouse Commission. 
New rates of the Delavan (Minn.) 
Telephone Co., Kasson & Mantorville 
(Minn.) Telephone Co., and Chisago 
City (Minn.) Telephone Co. will be- 
come effective upon certification by a 
qualified officer of each company that 
hourly wage rates of employes have 
been increased as proposed in the ap- 
plications. Increases for the Lismore 
(Minn.) Cooperative Telephone Co. 
and the Blackduck (Minn.) Telephone 
Co. go into effect the first billing date 
following Oct. 31. 


Delavan Telephone Co.: Individual line, 
business, from $2.00 to $3.00; multi- 
party line, business, $2.50; individual 
line, residence, from $1.50 to $2.25; 
two-party line, residence, from $1.25 to 
$2.00; four-party line, residence, from 
$1.25 to $1.75; rural stations owned, 
from $1.35 to $2.00. 


Kasson & Mantorville Telephone Co.: 
Individual line, business, from $2.75 to 
$3.25; extension stations, business, 
from 75 cents to $1.00; individual line, 


residence, from $1.75 to $2.00; two- 
party line, residence, from $1.50 to 


$1.75; four-party line, residence, $1.50; 
extension stations, residence, from 50 
to 75 cents; rural multi-party—com- 
pany owned, from $1.75 to $2.00. 


Chisago City Telephone Co.: Individ- 
ual line, business, from $2.50 to $3.50; 
individual line, business—common bat- 
tery, $4.00; two-party line, business, 
from $2.25 to $3.00; four-party line, 
business, from $1.75 to $2.50; exten- 
sion stations, business, from 75 cents 
to $1.00 net; individual line, residence, 
from $1.75 to $2.25; individual line, 
residence—common battery, $2.75; two- 
party line, residence, $2.25; four-party 
line, residence, from $1.50 to $2.00; 
extension stations, residence, from 50 
to 75 cents net; rural multi-party-com- 
pany owned, from $1.50 to $2.00. 


Lismore Cooperative Telephone Co.: 
Individual line, business, from $2.00 to 
$2.25; individual line, residence, from 
$1.50 to $1.75; two-party line, resi- 











make line splices 
faster with nicopres 
splicing sleeves .. 


For line splices that can’t pull out, mad 
in half the time, specify Nicopress Spli 
ing Sleeves! 

Nothing could be simpler than making 
splice in a jiffy with Nicopress equipment 
Here’s all you do: 
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3. Compress sleeve with Nicopress ' 













The result is a splice that will hold up 
the life of the wire. Specify Nicopres$ 
the finest in Splicing Sleeves! 












































































BRANCH OFFICES¢ CHICA 


e 



































 tigidly inspected : 
eed ah Coonan gens | before it’s shipped... | 


arresters, is unexcelled for either : 
indoor or outdoor use. Special A Kennecott paper-tnrulated 


Cook-engineered features include: 


1. Heavy white glazed porcelain de- 
signed to prevent surface leakage 
between current-carrying parts. 


. Tru-Gap high-potential dischargers 
that will not ground the line. 


. Phosphor bronze fuse and arrester 
springs, zinc hood, Everdur studs 
and washers. Hood is grounded 
when in place. 


. Choice of types and lengths of Cook 
Telephone Fuses. 
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dence, $1.50; rural multi-party, dial, 
from $1.90 to $2.15; rural multi-party, 
magneto, from $1.75 to $2.00. 


Blackduck Telephone Co.: Individual 
line, business, from $3.00 to $8.75; 
two-party line, business, $3.25; individ- 
ual line, residence, from $2.00 to $2.25; 
two-party line, residence, from $1.75 to 
$2.00; four-party line, residence, from 
$1.50 to $1.75; rural multi-party resi- 
dence—metallic from $2.00 to $2.25; ex- 
tension stations—business, $1.00 net; 
rural switching stations from $4.00 to 
$6.00 year net; rural switching sta- 
tions—Alvwood, $1.00 year net. 
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Deny Bell Damage Claim 

Petition of the Bell Telephone Co. of 
Pennsylvania, requesting that the Penn- 
sylvania Public Utility Commission re- 
quire the county of Jefferson to pay to 
the Bell company $613.07 in property 
damages was denied Sept. 29. Dam- 
ages claimed by the Bell company rep- 
resented the amount expended for labor 
and material in moving certain facili- 
ties in 


connection with the commis- 

sion’s order of June 27. 
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May Lose Franchise 
The Mt. Vernon (Ohio) Telephone 
Co.’s 53-year-old franchise may be 


taken away unless the city is given bet- 
ter service, the Mt. Vernon City Coun- 
cil recently warned. 





| FAHNESTOCK 
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FAHNESTOCK ELECTRIC 
COMPANY, Inc. 


46-44 ELEVENTH STREET 
LONG ISLAND CITY 1, N. Y. 
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Connecting Blocks 





C&P of West Virginia 
Outlines Rate Increase 

A schedule of proposed higher rates 
ranging from $2.00 monthly for a four- 
party line in a small town to $9.50 
monthly for a private business tele- 
phone in the state’s major cities was 
outlined Oct. 3 by the Chesapeake & 
Potomac Telephone Co. of West Vir- 
ginia. 

Testifying before the West Virginia 
Public Service Commission in a re- 
sumption of the rate hearing (TELEPH- 
ONY, Aug. 23, p. 20.), L. B. Kinnamon, 
general commercial engineer, expressed 
the opinion that the proposals repre- 
sent “a fair and equitable distribution 
of charges among our customers.” 

The company, boosting its estimates 
over those on which it first asked a rate 
increase at a hearing last February, 
said it should have $2,426,000 more 
gross annual revenue than it was re- 
ceiving at that time. 
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Asks to Abandon Toll-Free 

Service into Winston-Salem, N. C. 
Hearing on a petition of the Old 

Town Telephone System, Inc., to aban- 


don its toll-free service into Winston- 
Salem was held Oct. 3 before the 
North Carolina Utilities Commission. 








The company said exchange 


ates 
would be lowered upon abandonment 
of toll-free service, with the difference 
being made up in long distance 


ates, 
VV 


Abolition of Telephone 
Tax Asked in Montreal 

Since Montreal, in its 1946-47 finan- 
cial report, showed a surplus of $4, 
200,000 brought forward from the gen- 
eral fund, the Canadian city’s citizens’ 
committee has urged abolition of one 
of the last of the “‘nuisance taxes” im- 
posed 10 years ago. 

This is the tax on telephone appar- 
atus which yielded $517,101 to the city 
treasury during 1946-47, according to 
the committee’s latest bulletin. 

“It seems that no valid excuse now 
exists for the maintenance of this tax 
when the city authorities boast of very 
substantial yearly surpluses and a 
large amount of money claimed to have 
been saved through the various recon- 
versions of the debt,” the bulletin re- 
marks. 
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Pennsylvania Independent Sale 
Asked by Stockholders 


Sale of the Kutztown 
phone & Telegraph Co., 


Tele- 


serves 


Rural 
which 





Connecting Block 
24"" Long by 
1" Wide. 


Terminal Block 5" Long by 4" Wide. 


capacity. 


out. 


The smaller 7-B connecting block hardly needs descrip- | 
tion, except that its cover is non-removable and the | 
screws are peaned over to prevent them from dropping 


AVAILABLE FOR QUICK DELIVERY 


Fahnestock terminal and connecting blocks have been 
standard equipment on all telephone and telegraph 
lines of the railroads and telegraph companies in the 
United States and Canada for the past 20 years and 
meets all A.A.R. Communications Section requirements. 
The terminal block's base and fanning strips are made 
of molded bakelite, and this, together with its phenolic 
insulation strips, makes it far superior to the rubber or 
wooden types and can be had from 10 to 80 wire 


Write for information today. 
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How to add a second Carrier Channel 


to your existing single channel 


Need an additional voice channel? It's an easy and economical 
job to install the Lynch Model 2-C Carrier Circuit. Model 2-C is 
adaptable to any type first channel and is properly filtered to 
make cross-talk unimportant. Operates 150 to 200 miles over 
copper wire. Lynch Repeaters may be added to extend this dis- 
tance almost indefinitely. Minimum upkeep . . . each terminal con- 
tains only five standard-make tubes. 




















Write for interestingly low 
prices. 

e es o 
Be sure to send complete 
technical data of existing 


circuit. 


Operates on standard dial 


3 EXTRA VOICE CHANNELS OVER ONE PAIR COPPER WIRES 
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TAMPING Backfill ... INDEED We Are—for getting the BEST Tele- 
SVA/712ON phone Equipment is our common endeavor. 
Gasoline Hammer We distribute the finest— 


PAV! co] G ® Cable, Terminal @ Instruments and Meters 
Protectors 
®@ Pole L H 
BREAKERS | | <v=-cm= ‘tot 


® Tools @ Nicopress Sleeves and 
Will Save You 


Tools 
Money and Time 








® Telephone Drop Wire 


@ Insulators and Pins a 
100°, self-contained — no 
air compressor to tow around 
—no battery box or cable to 
fuss with—just stow it in 
your service truck and _ it's 


always ready for immediate 
use. 


© Telephone Cable Tree Pruning Equipment 


® Write for full information about deliveries and prices 


Uj N Te N “The South's leading distrib- 
utor of better equipment 
for telephone companies." 
SUPPLY and Etoulalte Cu 


606 S. MINT ST. CHARLOTTE, N. C. 





It will help your crews do 


those ough jobs easier and 
faster. 
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i Sy DRIVE RINGS 
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BRIDLE RINGS 
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(Available with machine 
screw thread) 


HAMMER DRIVE 
ANCHORS 
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MULTI-SIZE SCREW 
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For screws No. 6x3 
to No. 24x13/," 





ANGLE SCREW js 
FIXTURES 
Tr" and 34" 4 





Conduit, Pipe and Cable 
Clamps and Straps 


Toggle Bolts 
Expansion Shields 
Hammer Drive Anchors 


Di-Forge Twist Drills 
and Holders 


Insulated Screw Eyes 
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TELEPHONE & SUPPLY CO. 
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more than 200 subscribers in eastern 
Berks and western Lehigh, Pa., to the 
Lycoming Telephone Co., Trout Run, 
awaits the approval of the Pennsyl- 
vania Public Utility Commission. 


Labor conditions were listed by 
Kutztown company officials, who point- 
ed out that at present the company is 
unable to maintain a full staff of line- 
men and operators. 


Vv 


Indiana Bell Seeks 
New Mobile Channel 

The Indiana Bell Telephone Co. has 
made application to the Federal Com- 
munications Commission for authority 
to double its existing facilities for ur- 
ban mobile telephone service in Indian- 
apolis. 

“The original installation which be- 
gan commercial operations last Dec. 3, 
is no longer sufficient to meet the de- 
mand for trucks and other vehicles for 
telephone equipment,” L. W. Shumak- 
er, division manager, said. 

The Indianapolis mobile service now 
serves about 80 vehicles operating 
within a range of about 25 miles. 

The second channel will operate on a 
different frequency, but any vehicle 
equipped for the service can call or be 
called by any other Bell telephone, sta- 
tionary or mobile. If FCC approval is 
granted promptly, the company expects 
to have the second system in operation 
shortly after the first of the year. 


Vv 


Minnesota Independents Sold 
Sale of the Clinton (Minn.) Rural 

Telephone Co. and the Lakeside Rural 

Telephone Co., Ortonville, to the North- 


western Bell Telephone Co. were ap- 


proved Oct. 7 by the Minnesota Rail- 
road & Warehouse Commission. In 
both cases, Northwestern Bell rural 


rates for the respective areas became 
effective upon sale. 


Vv 


Summary of Commission 
Rulings & Hearings 
Kansas Corporation Commission 

Oct. 20: Hearing on application of 
Edna (Kan.) Telephone Co. for au- 
thority to change rates. 

Oct. 21: Hearing on complaint of 
Arthur Vopat and Rose Stepanek 
against the Home Telephone Co. of 
Geneseo regarding change of service 
by reason of respondent’s failure to 
supply requested service. 

Oct. 21: Hearings on applications 
of Scranton (Kan.) Telephone Co. and 
the Allen (Kan.) Telephone Co. for 
increased rates. 

Nov. 3: Hearing on anplications of 
Richmond (Kan.) Home Telenhone Co. 
and McCune (Kan.) Mutual Telephone 
Co. for authority to make rate changes. 


Nebraska State Railway Commission 
Nov. 3: Hearing on application of 





the Kenesaw (Neb.) Telephone (Co. fo) 
an increase in rates. 


Nov. 12: Hearing on application of 
the Hamilton County Farmers Tele. 
phone Corp., Aurora, for increased 
rates. 


Oklahoma Corporation Commission 


Oct. 22: Hearing on application of 
Alma (Okla.) Telephone Co. for jn- 
creased rates at Alma and Pike City. 

Oct. 22: Hearing on application of 
Ninnekah (Okla.) Telephone Co. fo) 
increased rates. 

Oct. 22: Hearing on application of 
Geary (Okla.) Telephone Co. for in- 


creased rates. 
Oct. 29: Hearing on application of 


Spencer (Okla.) Telephone Co. for in- 
creased rates. 

Nov. 12: Hearing on application of 
Woodford (Okla.) Telephone Co. fo) 
increased rates. 

Nov. 12: Hearing on application of 


Otto Colvin for authority to nurchase 
Ardmore-Graham Telenhone line and 
Graham (Okla.) Telephone Exchange. 

Dec. 30: Hearing on application of 
B. Richardson, telephone engineer, cit- 
ing the Western Light & Telephone 
Co., of Kansas City, Kan., to 
cause why it should not improve toll 
service between Oakwood and Wa- 
tonga, Okla. Continued from Sent. 19 
to give company time to complete the 
imnrovements. 

Jan. 20, 21 & 22, 1948: Hearing o 
avplication of Southwestern Bell Tele- 
phone Co. for increased telenhone rates 
to be adjusted among its 143 telephon 
exchanges in Oklahoma. 


show 


Pennsylvania Public Utility Commission 


Oct. 17: Hearing on a. of 
Methven K. Thomson v. Bell Telenhon 
Co. of Pennsylvania, er refusal 
to provide complainant with residen- 


tial telenhone service. 

Oct. 16: Hearing on application of 
Elk Run Telenhone Association, Wat- 
rous, for authority to abandon tele- 
phone service. 

Oct. 17: Hearing on 
plaint of James T. Lappan 
Saxonburg (Pa.) Telephone Co. 


service ¢nm 


against 


Wisconsin Public Service Commission 
Oct. 14: Hearing on_ petition 
Wisconsin Telephone Co. for authority 

to increase rates. 


Oct. 14: Hearing on anplication 0 
Hollandale (Wis.) Telephone Co. for 
authoritv to increase rates. 

Oct. 15: Hearings on annlicatior 
of Platteville (Wis.) Telenhone a! ) 
and Belmont & Pleasant View Tel’ 


phone Co., Belmont, for authority t 
increase rates. : 
Oct. 17: Hearing on annlication 0 
Ogdensburg (Wis.) Telephone Co. fo 
authoritv to increase rates. : 
Oct. 17: Hearing on complaint 0 
Reuel H. Gerlach et al vs. Red Rive 
Telephone Co. concerning service. 
Oct. 17: Hearing on annlication 0 
Wittenberg (Wis.) Telephone Co. for 
authority to increase rates. 


Illinois Commerce Commission 


Oct. 14: Hearing on proposed cha 
in rates. charges and service of 
nois Bell Telephone Co. in regard t 
coin box service. 

Oct. 14: Fearing on complaint of 
citv of DeKalb concerning service © 
DeKalb-Ogle Telenhone Co. 


nge 


Illi- 


Oct. 15: Hearing on application of 
Illinois Allied Telephone Co., Prince, 
ton. for order authorizing issue ° 


$358,000 first mortgage bonds. 
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ty. Ja quotation from one former cabinet 
of J officer. The New Deal, in short, was 
smething like the Notre Dame team 
n the days of Knute Rockne—when 
in- fhe would blow a whistle and a whole 
ew team would come on the field, then 


















ol FT. second team, and a third team, and 
in- : ; 

even a fourth team when necessary. 
of Furthermore we get the impression 
fo) 


that the ““Chief” blew the whistle quite 
of goften. Where now are the heroes of 
ase Ethe First New Deal? The era of Berle, 
and | Moley, Howe, and Tugwell. Of this 
Y* uartet only Howe managed to die in 
ct. the “odor of sanctity” (meaning in 
one favor with the boss”). Berle resigned 


how 1a huff from a state department job. 
oo Moley is making a living putting a MAN ON THE POLE 
19 finger on his fellow ex-New Dealers 


the Band doing a good job of it. Tugwell is 

obscurity after a few years of 
‘ole. clipse in the official pasture of the 
ates # Puerto Rican governorship. 


Lone 


On emergency jobs... on tough jobs... 
on routine jobs... the men who string and 
maintain the nation’s power and commu- 
nication lines rely on Kleins. Wherever 
you see linemen you'll see Kleins—pliers 


And so it is with the other figures of 
the late New Deal. Farley, of course, 
on =6fis on the outside selling soft drinks 






e : : oe and wrenches, tool belts and safety straps, 
t Of Band memoirs. Ickes is making a living : é 
hone , climbers and grips. 
usal | 0Ut of his bad temper with his Donald 
Sa . _— r 
den- § Duck column. Tommy Corcoran is do- There’s a sound reason for this prefer- 
ng very well as a Washington lobbyist ee ence. For linemen and electricians—men 
n ( ad a peddler of influence Klein Pliers 
Wat- gcd @ peddier of influence. who know good tools—also know of the 
tele: J Few, with the exception of Hull, quality materials and expert craftsmanship 
sto, = . tan > New TDe: & ° ° , ° P 
elt ¥ ted ~ a ue vols the ‘€ i } that go into every piece of Klein equip- 
inless » Morgenthau an erkins, ; ad _ ; Sy 
ainst a =e nt — 5 z : a aj! ment. To them this excellence means safe- 
they were unobtrusive stooges or, like R* 3a 1: : 
aa “ ty, efficiency, speed . . . on every job. 
ickes, articulate hatchet men. Indeed | Be a ’ ’ 
n : Klein-Line vain a a 1 . ° 
one were to make a more thorough i. Tool Belts Today Klein is in production on its com- 
n ol . “ws . : 
ority @carch under the heading “Where Are 


plete line of quality equipment. Of course, 


ney Today” it would result in quite a demand still exceeds supply —but your sup- 


m 0! Bsurprising revelation of frustration 

















for _e : ; plier will furnish the Klein equipment you 
ind disunity, quite at variance with i ae : i 
teas. a aia adieu! aig. _ need just as soon as possible. 
tions gay, happy picture we got back in ee 
C . Ete days of the New Deal. Klein-Kord ASK YOUR SUPPLIER 
n . , $ oe Foreign Distributor: 
ty International Standard Electric Corp., 
on of New York 
), for 
nt of The Klein Pocket Tool 
Rive Guide showing the Klein 
eee line and containing use- 
*g fo ful information will be 
sent on request. 
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f Iilli- Since 1857 
ird tt L827 
int of 




















Sse 
a oe \ WCET & Sons 


vince: “This is the first one I’ve installed. Would 
ve 0 ou mind holding my hand?” 3200 BELMONT AVENUE, CHICAGO 18, ILLINOIS 
JONY FOCTOBER 18, 1947 29 








COMFORT 


GREATER 
EFFICIENCY 


Cramer POSTURE CHAIR CO., Inc. 


12035 CHARLOTTR St. 


Operators everywhere 
acclaim the Cramer Hi- 
Mode} Posture Chair 
and It’s the COSy-sitting, in 
Working chair for the 
telephone industry, 


Write for Particulars, 


KANSAS CITY 6, MO. 











SIMPLE AS 
ABC 


Look—isn't it foolish to have a 
lot of men on the payroll a// the 
time if your heavy outside plant 
work is confined to only a few 
months of the year? 


This can be avoided—and at a 
big saving too—by contracting 
for outside construction and 
maintenance work. Let NEALE 
eliminate your headaches and 
handle your problems. 


We can help you increase your 
operating efficiency, decrease 
your maintenance costs. Special- 
ists in all outside construction 
work, including cable spinning. 
A card or letter will bring full 
details. 


NEALE 


Construction Co. 
TOPEKA «© KANSAS 
Phone 31829 
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Avonmore, Pa., Exchange 
Cut Over to Dial 


New dial equipment of the Vander- 


| grift Telephone Co.’s Avonmore, Pa., 


| exchange was cut over to full auto- 
| matic service on Oct. 1 when Charles 


| C. McAllister, 


plant superintendent, 
cut the wires at the old manual ex- 


| change and John M. Horn, president, 


inserted the fuses at the new one. 

The new 200-line central battery, all 
relay unit, is housed in a neat appear- 
ing new brick building. 

A timing device has been installed 
in the equipment, in order to avoid 
misuse of the lines. This limits con- 
versations, with a warning signal at 
the end of five minutes, and all circuits 
are automatically disconnected at the 


| end of six minutes, with the exception 


of those in use on toll or long distance 
calls. 

The office will be an unattended one, 
and long distance calls originating in 
the Avonmore exchange will be han- 
dled by the operators at the main ex- 
change in Vandergrift. 


Vv 


Boston-Washington Mobile 
Telephone System Opened 

Motorists in for 
now 


vehicles equipped 
highway telephone service can 
make and receive telephone calls at 
any point along the entire route be- 
tween Boston and Washington, D. C., 
the American Telephone & Telegraph 
Co. announced recently. The service 
also is available for boats operating 
within range of the transmitters. 

Opening of continuous’ telephone 
service for mobile units between the 
New England metropolis and the na- 
tion’s capital follows completion of the 
last link in the 450-mile chain of radio- 
telephone stations, each serving a 
radius of approximately 25 miles. 

The new service is for motor vehicles 
on the mainly traveled routes and 
nearby highways within reach of the 
250-watt transmitters situated at or 
near Boston, Providence, New London, 
New Haven, New York, New Bruns- 
wick, Trenton, Philadelphia, Wilming- 
ton, Baltimore and Washington. There 
are two New York stations—one in 
Manhattan and one near Mt. Kisco. 

The Boston-Washington system is 
the third such chain to be placed in 
service by the Bell System. The first 
to provide continuous telephone service 
over a considerable stretch of highway 
began operation between St. Louis and 
Chicago early this year. The second 
was the New York-Albany system 
which opened a few weeks ago. These 
three systems are links in what is ex- 
pected to become, through the com- 





bined efforts of the Bell System and 
Independent telephone companies, g 
nationwide network serving the 
highways of America. 


major 


- © 


50,000 New Rural Telephones 
By 1951, Canadian Target 
Although continuing equipment short- 
ages and rising demand have slowed 
down supplying of service to all appli- 
eants, the over-all program for rural 
areas of the Bell Telephone Co. of 
Canada is progressing steadily, a com- 
pany official states. Sixty-five 
construction projects for rural 
are scheduled for completion this year 
About 9,200 rural 
were added to the system in the first 
seven months of 1947. In 1946 mor 
than 12,000 new rural telephones wer 


major 
areas 


new telephones 


added, more than double the previous 
1945 5,900. 

Long-range 
rural areas in Ontario and Quebec in- 
volved the addition of 50,000 
telephones between 1945 and 1951. Th 


record of 
expansion plans fo! 


rural 


demand for telephone service in agri- 
cultural areas has increased as sharpl) 
as urban demand in the postwar period, 
and the Bell company alone has a back- 
log of more than 10,000 
rural service, it states. 


orders fo. 
At present, approximately 55 out ol 
every 100 rural families in its territory 
in Ontario and Quebec have telephone 
service. By 1951 it 
this figure will be raised to 70 in ever 
100. 

To aid in planning the large expal- 
sion necessary to meet the demand fo 
service, the Bell company made sur 
veys of rural opinion among subscribers 
in 22 Ontario and Quebec rural ex 
changes, aimed to typica 
cross-section of rural users and poten- 
tial 


is expected that 


provide a 


users. 

Non-subscribers polled in the survey 
did not include applicants waiting fo 
service, but surveys showed that about 
half have considered applying for tele- 
phone service at some time during th 
last three years. Three-quarters © 
them use the telephone at least once 4 
month, even though many must walk 
or ride some distance to do so 

About 40 per cent of the non-sub- 
scribers live from three to six miles 
from their trading center; another 4” 
per cent live more than six miles away 
One-sixth wanted telephone service 4 
quickly as possible. 

Subscribers urged reduction 1 th 
number of parties served on rural lines 





and replacement of the famili r _ 
magneto, or hand-crank type of insu 
ment with the common battery type 
As the demand for service »se du" 
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ing the war years, rural lines were 
called upon to serve more parties than 
normally is considered desirable, in 
order to give the widest possible serv- 
ice, Reduction of the load on all lines 
serving more than eight parties is a 


primary part of the present building | 


program. 

Bell plans to add 2,800 rural circuits 
to its system, an increase of 35 per 
cent, in order to reduce the ratio be- 
tween subscribers and lines. The pro- 
gram also includes conversion of mag- 
neto exchanges to common battery 
service at many points, but such is the 
jemand for service that the magneto 
equipment replaced in one exchange is 
moved to another area to augment 
service, aS soon as it has been thor- 
ughly overhauled and reconditioned. 

Other aims of Bell’s program are 
provision of individual or two-party 
service to all who want it, and addi- 
tion of many more coin box tele- 
phones at rural points. 

The divided code system of ringing 
s being used more widely, and pro- 
vides a considerable improvement for 
ural users. 

Many rural areas in Ontario and 
Quebec are served by small Independ- 
ent telephone companies or coopera- 
tives. Improvement of rural service 

general depends largely upon co- 
jperation between these various com- 
panies and the Bell company, it is 
stressed. In order to standardize 
methods and practices, sources of tech- 
nical instruction for employes of In- 
lependent companies are offered from 
time to time by Bell company and pro- 
luce valuable results in co-ordination 
of services, it is stated. By special 
arrangement Bell in ma’ .y cases serv- 
ces the lines of Independent compa- 
ies, 


Vv 
OBITUARIES 


ORIN P. KNEE, 81, retired installa- 
tion foreman for the Lincoln (Neb.) 
Telephone & Telegraph Co., died Oct. 
Yat the home of a son in Los Angeles, 
where he had lived since 1935. Mr. 
Knee had a 46-year-service record with 
the company. 


eee 

FRED RIXMAN, 77, who was asso- 
ciated with his brothers in the Rixman 
Telephone Co., Hoyleton, Ill., died Oct. 
» He had been in ill health for several 
years. ‘J 


0 brothers survive. 








Life is 


like a tennis game — 
the pl 


‘ver who doesn’t serve well 
usuall, loses. 


ee 
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¥ 
POLES AND CROSSARMS 


You’re sure of early delivery if you 
order poles and crossarms from 
Graybar Electric Company. 

We supply full-length, pressure- 
treated poles and Douglas fir cross- 
arms. The high, rigid standards 
these materials have to meet are 

your assurance of outstanding strength, endurance, and 
uniformity — adding up to long service. 


..AND POLE-LINE SUPPLIES 


Insulators, wire, strand, hardware, and 
tools — all made by leading manufac- 
turers — are distributed by Graybar, the 
single, convenient source of everything 
for pole-line construction and mainte- 
nance. Your local Graybar Representa- 
tive is anxious to show how our service 
can simplify your pole-line work. Why 
not call him today? Graybar Electric 
Company. Executive offices: Graybar 
Building, New York 17, N. Y. 47106 


IN OVER 90 
PRINCIPAL CITIES 


SPECIALIZED HELP — YOURS FOR THE ASKING! 


At each of our 18 key houses, there are Graybar Specialists in 
communication, inside electrical construction, outside construc- 
tion, lighting, power apparatus, and other electrical lines. These 
men have intensive experience in their respective fields and are 
competent to assist you on technical problems. The services of 
both your local Graybar Representative and near-by Graybar 
Specialists are always available to you. 








Great Britain Studies 
Mobile Radio-Telephone 

The adoption of radio-telephony and 
radar for transportation vehicles in 
Great Britain is being studied to learn 
the technical and operational problems 
involved in adoption of such control 
systems. 

One major aspect is the value of the 
radio control systems as compared with 
older methods of vehicle control and 
equally the economic factor of opera- 
tion. The London & North Eastern 
Railway Co. is interested in radio- 
telephony from express trains from 


the standpoint of whether the public 
is sufficiently interested to justify the 
expense of such an installation. Simi- 
larly, this company is experimenting 
with the use of radio and radar on 
goods trains to determine whether the 
system offers a more certain control 
than do the complicated but efficient 
systems of signals and controls which 
have been built up over the years of 
rail operation. 

In one British city a cab hiring con- 
cern has adopted two-way radio control 
as a method of directing its fleet of 
taxis to pick up passengers who tele- 
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Operator’s Battery Eliminator 


for Magneto Exchanges 


Plugged into the electric light circuit, this electrox bat- 
tery eliminator supplies uniform, noiseless current to the 
operator's set. It has a power-off relay which insures 
uninterrupted service. When power fails, this relay au- 
tomatically cuts in a set of dry cells. It costs but a 
few cents a day to operate. Low initial cost too. Write 


for prices. 


LEICH 





phone for hires. In the case of radio- 
telephony from trains or buses, the 
installation is almost certainly depend. 
ent on the cost and use involved and 
no clear picture has yet been given as 
to the value of such a telephonic link, 
or the use which might be made of jt. 
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Televise President Truman 
From White House 

A milestone in the direct reporting 
of national events by television was 
observed Oct. 5, when President Trv- 
man was televised at the White House. 
For the first time in history, the people 
of the United States were able to gee 
their President as he spoke to them 
from the Executive Mansion. 


The President was visible on tele- 
vision screens in four eastern cities 
when he addressed the nation on food 
conservation in a program starting at 
10:30 p.m. from the Oval Room of the 
White House. 

Although the Chief Executive has 
appeared on television previously, this 
was the first television program to 
originate in the Executive Mansion. 

To provide the greatest possible av- 
dience for the President, the Wash- 
ington television stations pooled their 
resources for the White House pickup. 
A total of eight stations carried the 
President’s telecast—four in Washing- 
ton, three in New York City, one in 
Philadelphia and one in Schenectady. 


Vv 


World Series Telephone 
Calls Set Record 

The World Series won by the New 
York Yankees with four victories out 
of seven games with the Brooklyn 
Dodgers set an all-time record in the 
number of telephone calls to MEridian 
7-1212, the New York Telephone Co.’s 
time signal, the company announced. 

The first six games brought 658,024 
calls, the largest number since the serv- 
ice was inaugurated in 1941. The peak 
was reached the day of the third game, 
when 167,772 calls were received. 


Vv 


Oklahoma Association 
To Meet Dec. 4 and 5 

The 1947 annual convention of the 
Oklahoma Telephone Association will 
be held at Oklahoma City on Dee. 4 
and 5, Endsley Jones, president, and 
H. W. Hubenthal, secretary of the as 
sociation, announced. All sessions will 
be held at the Huckins Hotel. 

Secretary Hubenthal has sent a I 
quest to all members to offer sugge& 
tions on subjects for discussion n° 
kind of entertainment features t#¢ 
may prefer. 


TELEPHONY 














lio- 
the 
nd- 
and 


ele- 
ities 
food 
y at 


the 


has 
this 
| to 
l. 

au- 
ash- 
heir 
kup. 

the 
Ling: 
e in 
ady. 


New 
; out 
lyn 
1 the 
idian 
Co.’s 
ed. 

8,024 
serv- 
peak 
rame, 


f the 
will 
ec. 4 
, and 
he as- 
s will 


a re 
igges- 
1 and 

tae) 


{ONY 





—_—_—_ 


COMING CONVENTIONS 


Virginia Independent Telephone 
Association, Hotel Roanoke, Roa- 
noke, October 30 and 31. 





Florida Telephone Association, 
Orange Court Hotel, Orlando, No- 
vember 3 and 4. 


| South Carolina Independent 
| Telephone Association, Jefferson 
Hotel, Columbia, November 6 and 
if 

Georgia Telephone Association, 
| Henry Grady Hotel, Atlanta, No- 
| vember 10 and 1]. 


Alabama 
| phone Association, 
Davis Hotel, Montgomery, 


vember 13 and 14. 


Teie- 
Jefferson- 
No- 


Independent 


Missouri Telephone Association, 
Governor Hotel, Jefferson City, 
November 17 and 18. 


North Carolina Independent 
| Telephone Association, Pine Nee- 
dles Hotel, Southern Pines, No- 


vember 20 and 21. 


Oklahoma Telephone Associa- 
Huckins Hotel, Oklahoma 
December 4 and 5. 


tion, 
| City, 








Big Telephone Expansion 

Planned in Manitoba 

A revolutionary speed up of long 
listance telephone service in Manitoba, 
Canada, for which plans are now mov- 
ng forward, is an important phase of 
the large-scale expansion and modern- 
zation program being carried out by 
the Manitoba Telephone System. 
Equipment is now being built for 
the system which will speed up long 
listance service over 50 per cent, it 
vas disclosed recently by Peter Millar, 
‘mmissioner of the Manitoba Tele- 
thone System 

Automatic toll switchboards and aux- 
‘lary equipment are to be installed at 
Vinnipeg and Brandon. It will take 
nearly two and a half years to install 
he new service, 

Modernization plans of the telephone 
‘ystem also call for the following de- 


velopments : 

LD) The development of mobile radio- 

ephone service. It is expected that 

new automobile telephones will be 
led out early in the new year. 

ne) The inauguration of ship-to- 

we ce for telephone communica- 
n between boats on Lake Winnipeg 

and land telephones. 

| Natinded in the expansion program 
e: 
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(1) The installing of 37,000 new 
telephone terminals for greater Winni- 
peg to provide for future growth of the 
service. 

(2) A new 10,000 line dial unit in 
Winnipeg, to replace present equip- 
ment, whieh will entail general intro- 
duction of a six-digit numbering scheme 
in certain areas to replace the five- 
digit system in use. 


Extensive experiments with radio- 
telephone service have already been 
carried out in the mining areas of 
northern Manitoba. 

Predicting faster progress from now 
on with the development program, Mr. 
Millar said that plans for this year 


RA means: Longer life, ‘highly resistant to” 


had been held up by continuous in- 
ability to get necessary equipment. For 
this reason they had been able to use 
only a small part of the $7,000,000 
budget provided for 1947 additions and 
replacements. 


VV 


Potomac, Ill., Company Sold 
Sale of the Potomac (Ill.) Telephone 
Co. by Charles H. Jester to W. C. 
Drysdale, Rantoul, became effective 
Oct. 1. The transaction includes the 


Potomac, Collison and Armstrong ex- 
changes of the company. 





acid, fumes, flame, sun checking, also high voltage 


breakdown. 


ACORN INSULATED WIRE CO., 


225 KING STREET, BROOKLYN 31, 


LEICH SALES CORP., 427 W. Randolph St., Chicago 





ite 


N.Y 


LINDSAY SUPPLY CO., 7016 Euclid Ave., Cleveland 
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Recticharger, Raytheon W-3155, 95-130 volt 60 
cycle input, 11 to 12 cells, 3 amps continuous; 
maintains constant DC voltage output to the 
switchboard regardless of line fluctuations. Bat- 


tery is maintained at given cell voltage so that | 


it never becomes overcharged or undercharged. 
BRAND NEW (in original crates) at a 


fraction of original cost. ONLY....... $1 15 


r PORTABLE FIELD 
TELEPHONE 


Local and common battery 





telephone with handset, 
generator, ringer, etc., in 
leather or heavy web case | 
(please do not specify). 
Designed for general field | 
use — applicable for pipe 
lines, drilling operations, 
field parties. 
NEW .. $15.95 
‘ GOOD USED......... $9.95 


TERMS: Rated concerns net 
others 25% for C.0.D 


ELECTRONIC SUPPLIES 


317-T East 2nd TULSA 3, OKLAHOMA 


10 days, 













THAT 
“STAY PUT” 


eee Won't 
blow over 





“Cope” Warning Signs are extremely rugged 
with welded steel frame and steel panel. The 
legs lock in the open position and fold as com- 
pactly as a card table, requiring a minimum of 
space. Each sign weighs approximately 25 
pounds and will not blow over or collapse when 
placed squarely in position. 

The sign illustrated stands 30” high and 1834“ 
wide with an 18” x 18” panel painted with 5” 
letters. Quotations on these or specially painted 
panels may be had on request. 


Write for catalog and price 
T. d é list of complete ‘‘Cope’’ line. 
inc. 


6120 Vine Street, 
Philadelphia 39, Pa. 
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J. N. Johnson President 
Of New Tree Expert Company 
Formation of J. N. Johnson & Co., 
Ashland, Ky., to render expert tree 
service to telephone and power compa- 
nies, was announced recently by J. N. 
Johnson, well-known Independent tele- 
phone executive. He is president and 
general manager of the new firm. 





J. N. JOHNSON 


Associated with Mr. Johnson in the 
new company are Louis Cox, Frank- 
fort, Ky., vice president; Hen- 
derson Dysard, Ashland, as secretary 
and counsel, and E. H. Williams, Ports- 
mouth, Ohio, as production manager. 


as 


According to Mr. Johnson, the new 
company is equipped to perform all 
types of expert tree work, both private 
and larger contract projects. While 
electric and telephone line clearance 
work will predominate in the activities 
of the company, it pointed out 
that tree preservation is a major objec- 
tive of the company whose personnel 
are available for consultation regard- 
ing any tree or forestry problem. 

Mr. recently resigned as 
manager of the midwestern division of 


was 


Johnson 


the Bartlett Tree Expert Co., which 
position he assumed in December, 
1946. 


Prior to joining the Bartlett com- 
pany, he had been associated with the 
telephone operating industry for sev- 
eral years, having been general man- 
ager of the Ashland Home Telephone 
Co., and later engaged in an executive 
capacity with the Ohio Consolidated 
Telephone Co., Portsmouth, Ohio. 


Vv 


Three Improvements Made 
In Synthetic Rubber 

Three improvements in_ synthetic 
rubber were described before the Amer- 
ican Chemical Society meeting recently 





by John C. Madigan, 


One of _ these 
nounced for the first time at t 


ing, is a new method of making syp. 


thetic rubber non-staining. 


About a 65 per cent reductio 


amount of water absorbed 
synthetic rubber has also been 


principally by eliminating the 


salt in its manufacture, Mr. 
revealed. 
tion is very important when 
used in wire covering, since 
moisture in the covering, the 
insulating properties. 


The third improvement described by 


the speaker was a method of i 
the appearance and produc 
products. He explained that 
produced softer and easier to 
the factory by the use of just 
(about one-half of 1 per 
special chemical known 
linking agent. 

Use of the softer 
mixed as desired with regul 
helps speed up production < 
covered wire, Mr. Madigan st 


as 


type o 


>> About 


vested 


seven 


billion 


ment throughout the United States. 


6a MOBILE RADIO 


COMMUNICATION 
TECHNICIAN 





sion of Mobile Communication 
under way. Get ready for a Better 
Interesting Work, More 
Telephone License Will Qualify You! 
CLEVELAND 


EXAMINATIONS. 


arranged study assignments in 
proved technical texts—these are 
advantages you gain thru the 


self-improvement. 
FREE BOOKLET tells you the 
examinations. Send for a copy, 


pare for those examinations. 


CLEVELAND INSTI 


T-10 Terminal Tower 


CLEVELAND INSTITUTE OF 
RADIO ELECTRONICS, 


[[] Check here, if a Veteran 
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United 
Rubber Co., New York City. 


improvements, ap- 


He said low water absorp. 


‘tion effi- 
ciency of a number of synthetic rubbe 


ce 


dollars is in- 


in telephone plant and equip- 


QUALIFY FOR YOUR RADIO- 
TELEPHONE LICENSE NOW! 


Get in on the ground floor for the big expan- 
Systems, 


Pay—A Second Class 


INSTITUTE WILL PREPARE YOU | 
TO PASS THE FCC COMMERCIAL LICENSE 


Qualified, competent instructors, ample, person 
alized instructional aids, orderly, progressively 
recognized, ap- 
only 
CIRE plan for 
spare-time home study training for p 


Government Re- 
quirements for all classes of commercial license 
and for 
mation about CIRE Home Study cour 


of RADIO ELECTRONICS 


Approved for Veteran Training 
Cleveland 13, 0. 


T-10 Terminal Tower, Cleveland 13, O! 
Gentlemen: Please send your FREE 
and Information about your Study 
Pass FCC License Examinations. 
NAME 

ADDRESS 

CITY STATE 


ePHON! 


States 
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‘tatesBotorola, Inc., Releases New FOR SALE | 
Single Unit Dispatcher 

an-§ 4 revolutionary Motorola engineer- 
meet-§-.¢ development in low cost radio-tele- 
syn- shone equipment which permits conver- 
ations to be conducted without inter- 
n theference from common FM radio-tele- 
GR-S§ hone bugaboos was unveiled at the 
ieved, Byecent APCO convention in Los An- 
se of Byeles by D. E. Noble, vice president in MANUFACTURERS’ AGENTS 
digan#charge of the Communications and ; 
sorp-PElectronies Division of Motorola, Inc. 729 Mercantile Bidg. 
ber is HCalled the Motorola Dispatcher, it fea- Rochester 4, New York 
> less ures P.S.—‘‘Precision” Selectivity 
er its Hand will sell for $397.50. 
The DISPATCHER, designed for the FOR SALE 
ed by §152—162 me. band, is a compact single Government Surplus Telephone Supplies 
oving Junit mobile radio-telephone transmitter 


EXTRA Holding Power 
QUICKLY Installed 
TOUGH For long life 






Telephone relays, coils, condensers, 
varistors, transformers, terminal boxes, 
etc. We may be able to alleviate your 
critical shortages. Refer your in- 
quiries to 








CABLE SPLICERS' TENTS—New, No. LC-37, 





efi-Mand receiver with a power output of green heavy cotton canvas tent, collapsible 
; s canable of ee ies galvanized frame, wooden platform, size 
ubber #seven to ten watts capable of covering 38''x54"'x8'8". Complete with rope and all 
» tole We >of 15 iles or more, depending fittings. Platform packed in crate, tent and 
bel be range of 15 mile ‘ = I 8 fittings in original factory packed carton 
dle inflon conditions of terrain. Developed spe- A $75 value. Our price, each $12.50 
dash” cifically for use in noisy urban areas, LINESMAN'S CLIMBERS, 16//,", complete 
es ids with straps and pads, used but excellent 
of agit permits conversations totally free condition. Price, each $1.50 
cross-Jfrom interference from other radio- LINESMAN'S BELTS, ''D"' ring, all leather, 
: complete with safety strap, toolholders, etc. . . 
telephones or from sparking contacts of Slightly used. Price, each $2.50 For new construction and maintenance 
ibber,gother electrical equipment such as INSULATORS, GLASS, Pin type, single — Everstick Anchors speed up work and 
’ : Sit : , groove, '/4'' and '/2'' dia. groove, |"' pin ‘ 
GR-S glights, trolleys and ignitions. Spurious hole, New Unit wt. | Ib., original packing, provide dependable anchorage on alll 
: 2 ey See ; “es : 50 ea. to carton, 200 ea. to wood box, . AF 
ubber J 'esponses have been almost completely Mfg. Armstrong Linoleum Co. Price, per types of jobs. Made of resiliant, rust 


| eliminated. hundred $5.00 resistant malleable iron. The toughest 
j Tl oo — . , Priced F.O.B. Birmingham, Ala. Rated con- 
ie first radio-telephone unit to In- cerns net 10 days, others cash with order. 


is in-gcorporate “PRECISION” SELEC- 


ip [TIVITY, it provides absolute control TILLMAN & LEVENSON ry 
ee luring is sg iaceeee 2308 First Ave. No. EVERSTICK ANCHOR CO. 


and temperature Birmingham, Ala. 
changes which would normally snift Eee FAIRFIELD, IOWA 
the response curves or detune the sig- 
nal. It also provides multiple pre-selec- 


anchors made. Write for bulletin. 























tion, special shielding and carefully 
engineered circuits. 





One of the smallest and most com- 
pact units yet to enter the radio-tele- 





phone communication field, the DIS- : - 

PATCHER is only 17”x812"x5%4" and MER 
| weighs 27 pounds. 
expar- Vv 
now , . ~ 
‘ ‘ P ac > > =) S 2 =) a¢ Re 
Mor international Siete Pressure Treatment of Southern Pine Poles, Cross 

| Branch Management Changes va 

YOU | P : on Toe , 
ET international Harvester Co. has an- arms, Conduit, Cover Plank, Ground Wire Moulding 
son (@ LOUNced the following changes in 3 . , 
wv eniih. sesenneial with No. 1 Creosote Oil or Pentachlorphenol carried 
, ape a 
a fev E. Ingram, formerly assistant man- ; actin . 
von! P28er at Quincy, Ill, has been ap- in stock permitting prompt shipments of carload and 
sa pointed branch manager succeeding C. 
cers R. Frobes, who has retired. less than carload orders. 
ge W. Habert, formerly assistant 


manag at West Haven, Conn., has 
JTEF been sferred to Portland, Ore., in 


es} os tome enuce ® © | WILLIAM C. MEREDITH 
Jucke| , Who has resigned to enter , 


ng 
13, © IF busines 


te ‘or himself. A 
R. E. Dunstan, formerly retail man- COMP NY, INC. 


er New Orleans, La., has been 
oxie = assistant manager at Co- TREATING PLANT Mailing Address 
ee ‘mdus, ‘)hio, motor truck branch. i “A” 
Se OMe, alien EAST POINT, GA. P.O. Box 31, Station “A 
sattey, Jr., formerly of the Atlanta, Ga 
public ‘ations department, Chicago , 


fener: + 
)o<nerai ifice, has been transferred to 


. ‘iS motor truck branch as as- 
_— | SStant inager. 


4ONP Octor-e 18, 1947 





| Minnea, 
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dependable 


Cedar Poles 
MICHIGAN POLE & TiE Co. 


NEWBERRY—GRAND RAPIDS 
MICHIGAN 











OF Ye Fa od) (23 
MAC GILLIS & GIBBS COMPANY 


Wells Bidg., Milwaukee 2, Wis. 
* *® 
Northern White and Western Red 
Cedar Poles-—Piain or Butt-Treated 








ATLANTIC 
Creosoting Co., Inc., 17 Battery Pl., N. Y. C. 
Creosoted Pine Poles 
Crossarms . . Conduit 


PLANTS AND OFFICES 
New Orleans, La. Jackson, Tenn. Boston, Mass. 
Winnfield, La. Louisville, Miss. New York, N. Y. 
Norfolk, Va. Savannah, Ga. Philadelphia, Pa. 
Annapolis, Md. Chicago, III. 











DOUGLAS FIR CROSSARMS 
CEDAR POLES 


R. G. HALEY & CO. 


SPITZER BLDG. 
po] & telomme). ile) 








POLES 


CREOSOTED SOUTHERN YELLOW PINE 
LOW RESIDUE COAL TAR DISTILLATE 


“Truck Delivery Our Specialty" 
THE BAKER WOOD PRESERVING COMPANY 


P.O. BOX 3 MARION, OHIO 











CHEMICAL DEHYDRATORS 


Automatically controlled, using 
fiake calcium chloride for prevent- 
ing dampness and condensation in 
totally enclosed automatic tele- 
phone exchanges. 


The H. J. KAUFMAN CO. 


13215 Roselawn Ave., Detroit 4, Mich. 











POLES 





B. J. Carney & Co., 100 N. 7th St., 
Minneapolis, Minn.—Western red cedar 
poles. Pentrex Butt Treated or Plain. 








Cc. M. Christiansen Co., Phelps, Wis.— 
Northern White Cedar Poles, plain or 
butt treated. 








International Creosoting and Construc- 
tion Co., Galveston, Texas.—Creosoted 
Southern Yellow Pine Poles. Plants 
Beaumont and Texarkana, Texas. 








T. M. Partridge Lumber Co., Minne- 
apolis, Minn.—Northern White—Western 
Red Cedar Poles, Plain or butt-treated. 








Wood Products Co., American Bank 
Bidg., Portland, Ore.—Creosoted Douglas 
Fir, Larch, and Lodgepole Pine Poles. 
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FOR SALE 





For SALE: Small magneto exchange 
in a prosperous and modern eastern 
Wisconsin town of approximately 1,600 
population. Many prospective sub- 
scribers easily served without addi- 
tional building of lines. Write Box 
2512, c/o TELEPHONY. 


For SALE: Controlling stock in ex- 
change of 430 stations, town of 800 
population located in eastern South 
Dakota. Other interests, reason for sell- 
ing. Write Box 2514, c/o TELEPHONY. 


FOR SALE 
OVER 4,000 REPEATING COILS 
FOR QUICK SALE AT LOW PRICES 

Type C-161:; D. C. resistance of line winding 
(max.) 65 ohms; D. C. resistance of switch- 
board winding (max.) 58 ohms; adaptable 
for many uses. Weight 2.5 lbs. 

WATERMAN PRODUCTS CO. 
2445 Emerald St. Philadelphia 25, Pa. 





TRANSMITTERS 


Completely Rebuilt $0.60 
Process includes — New granular carpon, black baked 
enamel fronts. Unit perfectly dusted. 
We specialize in rebuilding of transmitters, generators, 
receivers and ringers. Workmanship guaranteed. 


CLARK-JARVIS 


TELEPHONE EQUIPMENT CO. 
Clark-Jarvis Bidg , 736/-69 N. Clark St. 
Chicago 26, Ill nois 





THOUSANDS OF SPARE PARTS 
MUST BE SOLD IMMEDIATELY 
from BD-71 and BD-72 Signal 
CORPS  switchboards; Bells 
Binding Posts, Capacitors 

Switches, Drops, etc. 
WATERMAN PRODUCTS CO. 
2445 Emerald St., Philadelphia 25, Pa. 





INDUSTRIAL SPECIALTIES 
distributor of 


*Telephone Wire *Joslyn Pole Line 


*Telephone Cords Materials 
*Line Wire *Telephone Parts, 
*Crossarms Supplies 


153 Water Street, New York 7, N. Y. 











THE AMERICAN APPRAISAL 


COMPANY 
INVESTIGATIONS © VALUATIONS 


REPORTS 
CHICAGO @ MILWAUKEE @ NEW York 
WASHINGTON @ And Other Principal Cities 

















UNDERGROUND 
CONTRACTOR 


TILE CONDUIT WORK — MANHOLES 
BURIED CABLE TRENCH 


SEYMOUR CORLEY 
220 N. FRINK PEORIA §, ILL. 





ENGINEERING SERVICE 
7}. 10] 04 7-4 8 3 
Consultants 


Plant—Engineering—Traffic 
Appraisals—Estimates 


NUNN, COLORADO 








EPPINGER & RUSSELL CO. 
80—8TH AVENUE 
NEW YORK 11, N. Y. 


CREOSOTED POLES AND CROSS ARMS | 
PLANTS 
Jacksonville, Fla., Norfolk, Va., N. Y., N. Y. | 


—- 








ACCOUNTING 


HERDRICH BOGGS and CO. 
Certified Public Accountants 


803 Electric Building 
INDIANAPOLIS 4, IND. 











CYRUS G. HILL 
ENGINEERS 
ALLEN K. HAMILTON 


PLANT — TRAFFIC — COMMERCIAL 
VALUATIONS AND ORIGINAL COST 


231 S. LA SALLE ST., CHICAGO 4 

















TRANSMITTERS—Completely Rebuilt—$.75 
Process includes thorough cleaning, refinishing in lus- 
trous black lacquer, renewing of granular carbon, 
broken micas, etc., electrodes polished or replaced, and 
the unit perfectly adjusted for best performance. New 
rim screws also supplied at no extra charge. 

REBUILT EQUIPMENT FOR SALE 
S.C. transmitters, for L. B. or C. B., Complete 
with back and new mouthpiece............... $1.25 ea. 
Auto. Elec. handset transmitters, 5 C 1...... 1.00 ea. 
Keliogg No. 22 L. B. or C. B. transmitters 
with new mouthpiece, less back.............. 1.45 ea. 
Kellogg No. 41 receivers with new shell and 
GN 60:000eb0h.ncceenhsceds cae dosnesewesetetas 1.50 ea. 
Kellogg No. 41 receivers with repolished shell 
and cord ¢ 
Kellogg No. 75 all steel extension bell boxes 
 & Ff FF eae re 3.25 ea. 
Cook No. 10 main frame protector strip com- 
plete with carbon blocks and micas, 20 lines 
2 . roar pyre rere terre ee 8.00 ea. 
W. E. No. 20 AL desk stand, complete with 
new cords 6 e 
Kellogg desk stands complete................. 5.00 ea. 
e also stock new cords of all types, 
receiver shelis, caps, mouthpieces, etc. 
WRITE YOUR NEEDS 


REBUILT ELECTRIC EQUIPMENT 
COMPANY, not Inc. 


1704 WEST 2ist PLACE CHICAGO 8, ILL. 
EDW. C. STOEFFHAAS, JR., Gen. Mor. 
Veteran Owned and Operated 





SLOAN, COOK & LOWE 


CONSULTING ENGINEERS 
120 SOUTH LA SALLE STREET 
CHICAGO 


Appraisals—Original Cost Studies 
Depreciation, Financial, and Other 
Investigations 






















MANFRED K. TOEPPEN 


Engineer 


Consultation ®@ Investigation 
Reports 


261 Broadway, New York 7, N. ¥. 































WIRE & EQUIPMENT CO. INC. 
6 CHURCH ST., N. Y. 6, N. Y. 
Copper and Aluminum Wire 


Poles Crossarms 
Guy Strand Line Hardware 
Locust Pins Transformers 

Glass and Porcelain Insulators | 








TELEPHONY 


